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Executive  Summary 

The  Naval  Health  Research  Center  (NHRC)  has  used  its  modeling  and  simulation  expertise  to 
develop  and  update  conventional  U.S.  Air  Force  medical  assets  since  2004.  NHRC  medical 
modeling  capabilities  currently  capture  the  care  and  treatment  of  the  sick  and  injured  from  the 
first  responder  through  theater  hospitalization. 

The  objective  of  this  study  was  to  leverage  NHRC’s  unique  medical  modeling  and  simulation  to 
provide  recommendations  for  allowance  standard  (AS)  configurations  based  on  Air  Force  Oral 
Surgery  Team  (FFMAX)  operational  and  clinical  requirements.  NHRC  analysts  reviewed  the 
FFMAX,  analyzed  clinical  requirements  with  subject  matter  experts,  and  used  modeling  and 
simulation  tools  to  develop  the  operationally-based  and  patient-driven  recommended  917P  line 
list. 

The  Unit  Type  Code  (UTC)  capabilities,  operational  requirements,  and  materiel  solutions  were 
identified,  addressing  issues  of  modernization,  clinical  requirement,  standardization,  and 
redundancy.  Total  recommended  changes  to  the  FFMAX  would  result  in  a  34.5%  weight 
reduction,  a  31%  cube  reduction,  and  a  6.8%  cost  reduction,  or  $43,899.08. 

Modeling  a  medical  system  like  the  FFMAX,  with  a  range  of  capabilities  and  functional  areas, 
validates  the  materiel  solutions  for  each  UTC.  It  is  effective  in  facilitating  AS  reviews  that  focus 
on  advancing  the  mission,  operational  requirements,  and  capabilities  of  these  agile,  deployable 
medical  resources. 


FFMAX  Materiel  Solutions 


iii 

Table  of  Contents 

Introduction . 4 

Method . 4 

Subject  Matter  Expert  Guidance . 5 

Patient  Stream . 5 

Expeditionary  Medical  Knowledge  Warehouse . 6 

Capability . 7 

Results . 7 

Change  Justification . 7 

Quantity  Changes . 7 

Conclusion . 9 

References . 10 

Appendix  A.  Air  Force  Oral  Surgery  Team  Line  List . A-l 

Appendix  B.  Air  Force  Oral  Surgery  Team  (FFMAX)  aggregated  line  items  from 

the  938  EMEDS  Allowance  Standard . B-l 


FFMAX  Materiel  Solutions 


4 


Introduction 

The  Naval  Health  Research  Center  (NHRC)  has  used  its  modeling  and  simulation 
expertise  to  develop  and  update  U.S.  Air  Force  medical  capabilities,  allowance  standards 
(ASs),  and  surgical  subspecialty  Unit  Type  Codes  (UTCs)  since  2004.  Air  Force  medical 
units  must  remain  small,  light,  and  flexible.  Based  on  the  success  of  previous  work,  the 
Air  Force  asked  NHRC  to  conduct  a  review  of  the  Air  Force  Oral  Surgery  Team 
(FFMAX)  (Konoske,  2009). 

The  U.S.  Air  Force  Medical  Services  are  faced  with  a  wide  range  of  potential  scenarios, 
from  providing  warfighters  forward  resuscitative  care  to  assisting  civilian  populations 
during  humanitarian  relief  operations  Air  Force  planners  and  UTC  developers  have 
closely  followed  the  Joint  Vision  2010  concept  of  providing  highly  mobile  medical 
resources  with  a  minimal  logistic  footprint,  without  compromising  capability  (Office  of 
the  Joint  Chiefs  of  Staff,  1998).  Additionally,  guidance  provided  by  the  Joint  Vision  2020 
calls  for  a  more  scientific  approach  that  leverages  and  enhances  existing  infonnation 
technologies  to  support  modem  operational  capabilities  (Office  of  the  Joint  Chiefs  of 
Staff,  2000).  Emphasis  on  mobility  and  capability  resulted  in  a  modular  approach  to 
prepare,  plan,  and  deploy  the  FFMAX  expeditionary  medical  platform. 

Method 

The  NHRC  method  of  modeling  medical  supply  requirements  was  developed  to  establish 
and/or  review  medical  inventories  for  various  levels  of  care.  The  aim  is  to  give  clinicians 
in  the  field  the  needed  materiel  to  provide  the  best  care  possible,  while  still  maintaining 
as  small  a  logistical  footprint  as  possible.  This  is  accomplished  through  a  process  that 
begins  with  the  identification  of  likely  patient  types  to  be  encountered  by  a  particular  type 
of  medical  treatment  asset,  including  combat  wounds,  non-battle  injuries,  and  illnesses. 
International  Classification  of  Diseases,  Ninth  Revision  (ICD-9)  coded  patient  conditions 
that  have  been  selected  by  the  Defense  Medical  Materiel  Program  Office  are  used  for  this 
purpose.  The  types  of  ICD-9  patient  codes  are  provided  in  Appendix  A.  Figure  1 
illustrates  the  NHRC  processes  used  when  developing  a  modeling  and  simulation 
package. 
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Figure  1.  An  example  of  the  NHRC  AS  review  process. 

Subject  Matter  Expert  Guidance 

A  subject  matter  expert  (SME)  AS  review  was  performed  on  January  23,  2010.  At  this 
meeting,  SMEs  and  NHRC  analysts  refined  and  validated  assumptions  regarding 
equipment  and  supply  associations,  and  the  range  and  scope  of  patient  types. 

Patient  Stream 

To  determine  the  initial  supply  and  equipment  requirements,  NHRC  analysts  generated 
an  FFMAX  scenario.  The  patient  stream  was  developed  from  78  patients,  which  were 
documented  in  a  surgical  log  by  an  oral  surgeon  during  Operation  Iraqi  Freedom  between 
October  and  December  2007. The  patient  stream  was  used  to  simulate  the  equipment  and 
supply  requirements  for  the  range  of  surgical  cases  and  non-surgical  injuries  and  illnesses 
that  would  typically  be  seen  and  treated  over  a  30-day  period.  Table  1  displays  the  patient 
stream. 

Table  1 

FFMAX  Patient  Stream 


ICD-9 

ICD-9  description 

No.  patients 

804.00 

CL  SKUL  FX  W  OTH  BONE  FX 

8 

802.8 

FX  FACIAL  BONE  NEC-CLOSE 

9 

802.9 

FX  FACIAL  BONE  NEC-OPEN 

1 

934.9 

FB  RESPIRATORY  TREE  NOS 

802.9 

FX  FACIAL  BONE  NEC-OPEN 

3 

870.4 

PENETRATING  WOUND  ORBIT  W  FB 

900.82 

INJ  MLT  HEAD/NECK  VESSEL 

8 

873.49 

OPEN  WOUND  OF  FACE  NEC 
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ICD-9 

ICD-9  description 

No.  patients 

874.10 

873.40 

OPEN  WOUND  LARYNX  W  TRAC-COMP 

OPEN  WOUND  OF  FACE  NOS 

26 

802.20 

MANDIBLE  FX  NOS-CLOSED 

1 

802.30 

MANDIBLE  FX  NOS-OPEN 

1 

802.27 

FX  ALVEOLAR  BORD  MAND-CL 

1 

802.20 

MANDIBLE  FX  NOS-CLOSED 

5 

802.4 

FX  MALAR/MAXILLARY-CLOSE 

2 

873.63 

BROKEN  TOOTH-UNCOMPLIC 

3 

910.8 

SUPERFIC  INJ  HEAD  NEC 

3 

523.31 

AGGRES  PERIODONTITIS, LOC 

1 

525.3 

RETAINED  DENTAL  ROOT 

3 

528.9 

ORAL  SOFT  TISSUE  DIS  NEC 

3 

Total  patients 

78 

Expeditionary  Medical  Knowledge  Warehouse 

The  patient  stream  is  input  to  the  Expeditionary  Medical  Knowledge  Warehouse 
(EMedKW)  program  to  perform  modeling  and  simulation.  EMedKW  is  comprised  of  the 
(EESP),  the  Tactical  Medical  Logistics  (TML+)  planning  tool,  and  the  ReSupply 
Validation  Program  (RSVP).  EMedKW  is  a  service-oriented  architecture  system 
designed  to  protect  and  organize  medical  data.  EMedKW  provides  the  ability  to  estimate 
the  equipment  and  consumable  items  needed  to  treat  a  particular  patient  distribution, 
while  also  tracking  inventory  to  monitor  mission  readiness.  Within  EMedKW,  the  tasks 
required  to  treat  each  PC  code  are  identified  and  matched  with  the  required  equipment 
and  consumable  items.  Review  of  the  output  informs  the  appropriate  modifications  to  the 
917P  line  list  for  the  Air  Combat  Command  Manpower  and  Equipment  Force  Packaging 
System  review. 

The  following  example  describes  the  EMedKW  data  structure  (see  Figure  2).  The  task 
profile  shows  the  likely  clinical  tasks  to  be  performed  on  this  type  of  patient  in  that 
functional  area,  and  the  percentage  of  those  patients  expected  to  receive  them.  The 
“Equipment/supplies”  column  identifies  the  items  needed  to  complete  the  “Insert  endo- 
trach  tube”  task  at  that  level  of  capability.  Not  shown  in  this  figure  are  additional  data 
fields  used  to  calculate  supply  quantities,  including  the  amount  of  each  supply  needed  to 
complete  the  task,  how  often  the  task  will  be  repeated  in  the  first  24  hours  of  treatment, 
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how  often  the  task  will  be  repeated  in  each  subsequent  24-hour  period,  and  the  average 
length  of  stay  at  that  facility. 


ICD-9  Medical  Functional  area  Task  profile  Patients  Equipment/supplies 

code  capability % 


800.13 

Emergency 
forward  care  , 

Triage/pre-opK- — 

-Triage 

800.26  ' 

\  Forward  / 

O.R. 

Patient  assessment 

800.42 

resuscitative 

care 

Ward/ICU  |V\ 

Insert  endo-trach  tube 

800.60 

Theater 

Radiology  |\\\ 

'Nemo  checks 

801.01 

hospitalization 

Lab  llu 

Apply  c-collar 

850.1 

850.9 

870.4 

Definitive  care 

Pharmacy  111 

\  Set-up  02 

l  Admin  02 

\  Cardiac  monitoring 

1  C  PR 

'Emergency  control 
hemorrhage 

100 

100 


100 

60 

60 

20 

20 

20 

100 

100 

80 

100 


laryngoscope  INF/ADLw/4 
detachable  blades 

Tube  trach  endotrach  double 
lumen  left  39  Fr 

Forceps  trach  McGill  fenestrated 
Lubricant  surgical  S  gram  144S 

Vecuronium  bromide  inj 
lOmg/ml  10ml  vial 

Basin  emesis  plastic  disp.,  250S 
Gloves  patient  exam  large  100s 

Syringe  hypodermic  3ml 
Luer  Lock  100s 

Needle  hypodermic  20ga 
1.43-1.56  Luer  Lock,100S 
Pad  isopropyl  impregnated,  200S 


Figure  2.  An  example  of  NHRC’s  programmatic  modeling  process  using  a  patient  ICD-9  Code  800.13. 

Capability 

The  FFMAX  provides  personnel  and  equipment  to  treat  adult  and  pediatric  patients  for 
facial  trauma  management,  surgical  and  non-surgical  airway  management,  and 
hemorrhage  control.  Patient  treatments  include  the  exploration  and  drainage  of  fascial 
space  infections;  eradication  of  dental  disease;  treatment  of  salivary  gland  disease, 
including  ductal  injuries;  treatment  of  sinus  disease;  and  management  of  nerve  injuries. 
Staffing  this  capability  requires  an  oral  surgeon  (047S3)  and  one  technician  (4Y051). 


Results 


Change  Justification 

Modeling  and  simulation  provides  visibility  for  change  justifications.  These  are  typically 
placed  in  four  categories:  modernization,  clinical  requirement,  standardization,  and 
redundancy.  In  this  study,  220  line  items  are  recommended  for  deletion.  One  item, 
Prolene  suture  4.0,  is  also  found  in  the  Neurosurgical  917D  AS;  it  is  recommended  as  an 
addition  for  both  standardization  and  a  clinical  requirement.  One  other  item 
recommended  for  clinical  requirement  addition  is  the  Prolene  suture  5.0.  There  were  225 
line  item  changes  total. 

Quantity  Changes 

The  917P  FFMAX  AS  was  optimized  using  the  938  EMEDS  +10  AS.  Equipment  items 
that  are  recommended  for  deletion  from  the  9 1 7P  AS  are  available,  or  have  a  reasonable 
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substitute,  in  the  938  AS.  This  reduced  the  917P  AS  equipment  weight  by  20%,  cube  by 
16%,  and  cost  by  6%,  or  $35,500. 

Medications  currently  in  the  917P  AS  would  be  drawn  from  the  938  AS,  except  penicillin 
G.  This  is  because  penicillin  G  is  not  carried  by  the  EMEDS  pharmacy,  and  is  a  standard 
of  care  for  many  oral  maxillofacial  surgeries.  Optimizing  medications  reduces  the  917P 
AS  pharmacy  weight  by  98%,  cube  by  17%,  and  cost  by  32%. 

Consumables  drawn  from  the  938  AS  will  reduce  the  overall  weight  by  80%,  cube  by 
87%,  and  cost  by  52%,  or  $8,380.00.  Prolene  sutures,  size  4.0  and  5.0,  are  two 
recommended  additions  based  on  clinical  requirements  and  the  SME  panel’s 
recommendations. 

There  are  two  durable  line  item  changes — exam  flashlights  are  a  recommended  deletion 
and  maintaining  the  halogen  lamp  in  the  917P. 

Total  overall  changes  resulted  in  a  reduction  of  weight  by  34.5%,  cube  by  31%,  and  cost 
by  6.8%,  or  $43,899.08.  Table  3  shows  an  overview  of  changes  by  category.  A  detailed 
listing  of  the  917P  AS  recommended  changes  is  provided  in  Appendix  A.  Three  items 
recommended  for  standardization  with  the  938  AS  are  a  dental  stool,  plaster  bowl,  and  an 
otoscope/ophthalmoscope.  The  majority  of  the  line  items  that  are  recommended  for 
change  are  consumables  that  are  drawn  from  the  938  logistics.  The  medicinal  line  items 
are  drawn  from  the  938  pharmacy  functional  area.  The  vast  majority  of  surgical 
equipment  line  items  were  drawn  from  the  938  EMEDS  +10/+25  Surgery/Operating 
Room.  Quantities  that  come  from  other  functional  areas  are  aggregated  and  listed  in 
Appendix  B. 

Table  2 

FFMAX  Weight,  Cube,  and  Cost 


Category 

Weight 

Cube 

Cost 

AS-917P  equipment 

1,520.22 

312.55 

$629,699.81 

ESP  equipment 

1,216.32 

262.47 

$594,185.59 

Difference 

-303.90 

-50.08 

($35,514.22) 

%  Change 

-19.99 

-16.02 

-5.64 

AS-917P  medicine 

69.22 

7.98 

$218.66 

ESP  medicine 

1.44 

6.60 

$147.84 

Difference 

-67.78 

-1.38 

($70.82) 

%  Change 

-97.92 

-17.30 

-32.39 

AS-917P  consumable 

530.23 

86.31 

$16,018.50 

ESP  consumable 

105.42 

10.65 

$7,637.84 

Difference 

-424.81 

-75.66 

($8,380.66) 

%  Change 

-80.12 

-87.66 

-52.32 

AS-917P  durable 

5.74 

0.66 

$55.20 

FFMAX  Materiel  Solutions 


9 


Category 

Weight 

Cube 

Cost 

ESP  durable 

0.24 

0.22 

$51.00 

Difference 

-5.50 

-0.44 

($4.20) 

%  Change 

-95.82 

-66.67 

-7.61 

AS-917P  totals 

2,125.41 

407.50 

$645,992.17 

ESP  totals 

1,391.20 

281.32 

$602,093.09 

Difference 

-734.21 

-126.17 

($43,899.08) 

%  Change 

-34.54 

-30.96 

-6.80 

Conclusion 

Modeling  and  simulation  was  used  to  study  the  FFMAX  and  recommend  changes  to  its 
AS.  The  clinical  capabilities  include  personnel  and  equipment  to  treat  adult  and  pediatric 
patients  for  facial  trauma  management,  surgical  and  non-surgical  airway  management, 
and  hemorrhage  control.  Representative  patient  streams  were  developed  to  represent  the 
type  and  frequency  of  patients  likely  to  be  seen  at  this  level  of  care  and  functional  area. 

Modeling  and  simulation  tools  are  essential  for  projecting  appropriate  medical  care  needs 
for  our  service  personnel.  Standardizing  equipment  and  consumables  with  the  Defense 
Medical  Material  Program  Office-approved  items  makes  the  FFMAX  creation  and 
resupply  more  efficient.  Updating  and  maintaining  the  patient  data  and  FFMAX  contents 
database  will  ensure  that  future  medical  needs  are  met  in  the  most  effective  manner. 
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Appendix  A. 

Air  Force  Oral  Surgery  Team  Line  List 


Status 

NSN 

Supply  description 

UI 

AS- 

917P 

qty 

ESP 

qty 

AS-917P 

\vt 

AS-917P 

cube 

AS-917P 

cost 

ESP  wt 

ESP 

cube 

ESP  cost 

Equipment 

A 

6515014983533 

ADAPTER  OSCILLATING  SAW  CRS 
W/WRENCH  PPS  MICRO¬ 
DRIVER/STRYKER 

EA 

l 

l 

0.30 

0.30 

$462.52 

0.30 

0.30 

$462.52 

D 

6520014994121 

AMALGAM  PLUGGER  SER 

EA 

2 

0 

1.10 

0.24 

$30.88 

0.00 

0.00 

$0.00 

A 

6515014654880 

ATTACHT  STRT  STRYK 

W/65 150 14654856 

EA 

1 

l 

2.25 

0.25 

$1,306.51 

2.25 

0.25 

$1,306.51 

A 

6520015212704 

AWL  ORAL  SURGERY  CURVED  SMALL 
6IN  OBWEGESER 

EA 

3 

3 

1.65 

0.36 

$438.00 

1.65 

0.36 

$438.00 

A 

6520015212740 

AWL  ORTHOPEDIC  SURGERY  (1)  PER 
PACKAGE 

EA 

8 

8 

0.32 

0.40 

$1,200.00 

0.32 

0.40 

$1,200.00 

A 

6515NCM991178 

BACKHAUS  TOWEL  FORCEPS  8  CM  3- 
1/4  IN. 

EA 

8 

8 

0.16 

0.02 

$168.00 

0.16 

0.02 

$168.00 

D 

8465006560816 

BAG  LAUNDRY  46X25  IN  COTTON 

DUCK  NATURAL  COLOR 

EA 

2 

0 

7.50 

0.38 

$59.00 

0.00 

0.00 

$0.00 

A 

6515014990610 

BAR  POSITIONING  U/W  TRILENS  SURG 
HEADLIGHT 

EA 

2 

2 

0.16 

0.14 

$18.00 

0.16 

0.14 

$18.00 

D 

7510005792751 

BINDER  LSE  LF-3-RNG  FST  BLK  1 1X8- 
1/2  IN 

EA 

2 

0 

0.40 

0.00 

$4.64 

0.00 

0.00 

$0.00 

A 

6515014968064 

BLADE  BONE  SAW  POWER  CRS  16.5 

MM  CUTTING  EDGE  34.5  MM  DEPTH 
OSCILL 

EA 

1 

1 

0.10 

0.10 

$66.64 

0.10 

0.10 

$66.64 

A 

6515014492210 

BLADE  BONE  SAW  POWER  TAYLOR  18 
MM  X  5.5MM  MED  NARROW 
OSCILLATING 

EA 

1 

1 

0.10 

0.10 

$66.64 

0.10 

0.10 

$66.64 

A 

6520000551519 

BLADE  DENTAL  LABORATORY  SAW 
FLAT  6S 

EA 

1 

1 

0.30 

0.10 

$8.89 

0.30 

0.10 

$8.89 

A 

6515014967711 

BLADE  OSCILLATING  &  SAGITTAL 

SAW  MICROSUR  CRS  5.5MM  CUTTING 
EDGE 

EA 

5 

5 

0.50 

0.50 

$168.00 

0.50 

0.50 

$168.00 

Note.  A=quantity  unchanged;  B=quantity  increase;  Oquantity  decrease;  D=delete;  E=add,  deleted  replacement  item;  F=add,  new  item 
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Status 

NSN 

Supply  description 

UI 

AS- 

917P 

qty 

ESP 

qty 

AS-917P 

vvt 

AS-917P 

cube 

AS-917P 

cost 

ESP  vvt 

ESP 

cube 

ESP  cost 

A 

6515014967712 

BLADE  OSCILLATING  &  SAGITTAL 

SAW  MICRO  SURG  CRS  9MM  CUTTING 
EDGE 

EA 

5 

5 

0.50 

0.50 

$168.00 

0.50 

0.50 

$168.00 

D 

7210007157985 

BLANKET  BED  90X66  IN  SOLID  WOOL 
OLIVE/GREEN 

EA 

5 

0 

23.35 

1.80 

$216.70 

0.00 

0.00 

$0.00 

D 

6520005024750 

BOWL  PLASTER  OF  PARIS  MIXING 
FLEXIBLE  LARGE 

EA 

1 

0 

0.40 

0.10 

$6.01 

0.00 

0.00 

$0.00 

E 

6520005025050 

BOWL  PLASTER  OF  PARIS  MIXING 
FLEXIBLE  MEDIUM 

EA 

0 

1 

0.00 

0.00 

$0.00 

0.23 

0.025 

4.8 

D 

8115002906016 

BOX  SET  G4  ORGANIZATION  EQUIP 
150LB  CAP 

SE 

1 

0 

30.00 

12.00 

$621.30 

0.00 

0.00 

$0.00 

D 

7920002918305 

BROOM  UPRIGHT  BROOMCORN  OR 
BROOMCORN  AND  FIBE 

EA 

2 

0 

6.00 

0.83 

$12.96 

0.00 

0.00 

$0.00 

D 

6530007725935 

BRUSH  SCRUB  SURGICAL  4X2ININ 
NYLON  BLOCK 

EA 

5 

0 

0.65 

0.05 

$10.00 

0.00 

0.00 

$0.00 

A 

6515014968651 

BUR  BONE  SURG  CRS  1.2MM  O/A  6 
FLUTE  C  ARB  IN 

EA 

10 

10 

0.80 

0.50 

$48.00 

0.80 

0.50 

$48.00 

D 

6515014968665 

BUR  BONE  SURG  CRS  6.1MM  O/A  LG  14 
FLUTE  BARREL  TYPE 

EA 

10 

0 

1.00 

1.00 

$560.00 

0.00 

0.00 

$0.00 

A 

6515014968655 

BUR  BONE  SURG  CRS  SHANK  1.6MM 

O/A  CARB  6  F 

EA 

50 

50 

2.50 

2.50 

$240.00 

2.50 

2.50 

$240.00 

A 

6515014968652 

BUR  BONE  SURG  CRS  SHANK  2.1MM 

O/A  CARBINE 

EA 

50 

50 

3.50 

2.50 

$240.00 

3.50 

2.50 

$240.00 

A 

6515014967934 

BUR  BONE  SURGERY  STRYKER  CRS 

2.13  O/A  RD  4 

EA 

10 

10 

1.00 

1.00 

$560.00 

1.00 

1.00 

$560.00 

A 

6520012717688 

BUR  DENTAL  SURGERY  STEEL 
F/STRAIGHT  HNDPC  FIT 

EA 

10 

10 

20.00 

0.20 

$560.00 

20.00 

0.20 

$560.00 

A 

6520014968018 

BUR  DENTAL  SURGERY  STRAIGHT 

CRS  1.2MM  SHANK  D 

EA 

50 

50 

27.50 

0.75 

$120.00 

27.50 

0.75 

$120.00 

A 

6520014967984 

BUR  DENTAL  SURGERY  STRAIGHT 
CRS2.1MM  SHANK  D 

EA 

50 

50 

27.50 

0.75 

$120.00 

27.50 

0.75 

$120.00 

A 

6520014968017 

BUR  DENTAL  SURGERY  STRAIGHT 

CRS  6.0MM  HEAD  SI 

EA 

50 

50 

27.50 

0.75 

$120.00 

27.50 

0.75 

$120.00 

Note.  A=quantity  unchanged;  B=quantity  increase;  quantity  decrease;  D=delete;  E=add,  deleted  replacement  item;  F=add,  new  item 


FFMAX  Materiel  Solutions 


A-3 


Status 

NSN 

Supply  description 

UI 

AS- 

917P 

qty 

ESP 

qty 

AS-917P 

wt 

AS-917P 

cube 

AS-917P 

cost 

ESP  wt 

ESP 

cube 

ESP  cost 

A 

6515014967704 

BUR  SURGICAL  CROSS  CUT  FISSURE 
2.1MM  6  FLUTES 

EA 

50 

50 

10.00 

3.00 

$120.00 

10.00 

3.00 

$120.00 

D 

6530011633761 

CABINET  MEDICINE  BASE  SECTION 
23X18X37  FLOOR 

EA 

2 

0 

390.00 

16.00 

$3,747.22 

0.00 

0.00 

$0.00 

D 

6530011628237 

CABINET  PHARMACEUTICAL  UPPER 
SECTION 

EA 

1 

0 

170.00 

8.00 

$1,244.44 

0.00 

0.00 

$0.00 

A 

6540002999497 

CALIPER  EYE  CASTROVIEJ  3.375IN  0- 
20MM  SHARP  P 

EA 

3 

3 

0.18 

0.01 

$463.83 

0.18 

0.01 

$463.83 

D 

7240000893827 

CAN  WATER  MILITARY  PLAS  COLOR 

IS  5  GALLON 

EA 

3 

0 

15.00 

6.00 

$36.06 

0.00 

0.00 

$0.00 

A 

6515014120798 

CANNULA  BRAIN  FRAZIER  7FR  4.5IN 
W/STYLET 

EA 

1 

1 

2.00 

0.03 

$37.45 

2.00 

0.03 

$37.45 

D 

6515003866800 

CANNULA  BRAIN  FRAZIER  8FR  7.5IN 
OPEN  END  TIP 

EA 

2 

0 

0.24 

0.20 

$101.70 

0.00 

0.00 

$0.00 

D 

6515003867600 

CANNULA  LARYN  ANGUL  YANK  9IN 

0. 234-0. 266IN 

EA 

1 

0 

0.19 

0.10 

$36.38 

0.00 

0.00 

$0.00 

D 

6515011397576 

CANNULA  SUCT  SURG  ADSON  DESIGN 

1 1FR  15.5CM 

EA 

1 

0 

0.30 

0.10 

$61.02 

0.00 

0.00 

$0.00 

D 

6515015598135 

CARTRIDGE  SYRINGE  SEPTODONT 
W/RING  THUMB  REST 

EA 

1 

0 

0.01 

0.01 

$1.09 

0.00 

0.00 

$0.00 

A 

6520014255226 

CASE  CARRYING  DENTAL  CHAIR  MOD 
3460 

EA 

1 

1 

0.25 

0.01 

$158.58 

0.25 

0.01 

$158.58 

A 

6520014252627 

CHAIR  DENTAL  OPERATING 
ADJUSTABLE  CHAIR  HEIGH 

EA 

1 

1 

62.00 

8.90 

$1,197.70 

62.00 

8.90 

$1,197.70 

D 

7105002698463 

CHAIR  FOLDING  W/O  ARMS  STEEL 
GRAY  ENAMEL 

EA 

4 

0 

20.00 

4.00 

$51.64 

0.00 

0.00 

$0.00 

A 

6515014995084 

CHISEL  BONE  BALLENGER  5.8IN  O/A 
V-SHAPE  4M 

EA 

1 

1 

0.10 

0.10 

$48.17 

0.10 

0.10 

$48.17 

A 

6515014995083 

CHISEL  BONE  BALLENGER  5.8IN  O/A 
V-SHAPE  8M 

EA 

1 

1 

0.12 

0.10 

$48.17 

0.12 

0.10 

$48.17 

D 

6515012464208 

CHISEL  BONE  CINELLI  STRAIGHT 
BLADE  14MM  LG  DOUBLE  GUARDED 
CRS 

EA 

1 

0 

0.10 

0.10 

$86.00 

0.00 

0.00 

$0.00 

Note.  A=quantity  unchanged;  B=quantity  increase;  quantity  decrease;  D=delete;  E=add,  deleted  replacement  item;  F=add,  new  item 


FFMAX  Materiel  Solutions 


A-4 


Status 

NSN 

Supply  description 

UI 

AS- 

917P 

qty 

ESP 

qty 

AS-917P 

wt 

AS-917P 

cube 

AS-917P 

cost 

ESP  wt 

ESP 

cube 

ESP  cost 

A 

6515011646295 

CHISEL  BONE  CONV  STR  4MM 

CUTTING  7IN  DBL  BVL 

EA 

l 

l 

0.50 

0.00 

$16.98 

0.50 

0.00 

$16.98 

A 

6515011646296 

CHISEL  BONE  CONV  STR  7MM 

CUTTING  7IN  DBL  BVL 

EA 

l 

l 

0.75 

0.00 

$190.99 

0.75 

0.00 

$190.99 

A 

6515003196600 

CHISEL  BONE  FREER  6.50IN  STRAIGHT 
SINGLE  BEV 

EA 

l 

l 

0.13 

0.00 

$13.54 

0.13 

0.00 

$13.54 

A 

6515014988869 

CHISEL  BONE  STR  BALLAEN  6MM 
5.8INO/A  V-BLADE 

EA 

l 

l 

0.18 

0.08 

$48.17 

0.18 

0.08 

$48.17 

A 

6515014654798 

CHUCK  DRILL  HIGH  TORQUE  JACOBS 
W/KEY  USE  W/65 

EA 

l 

l 

2.25 

0.25 

$1,100.00 

2.25 

0.25 

$1,100.00 

A 

6515014654604 

CHUCK  DRILL  JACOBS  MICRO SURG 
W/KEY 

EA 

2 

2 

0.90 

0.03 

$1,300.00 

0.90 

0.03 

$1,300.00 

D 

7520002815918 

CLIP  BOARD  FILE  9X12.5IN  COMP 
BOARD  BACK 

EA 

4 

0 

1.52 

0.26 

$6.92 

0.00 

0.00 

$0.00 

D 

6645010468848 

CLOCK  WALL  1.5V  DC  12  HOUR  SWEEP 
HAND  BLACK  B 

EA 

1 

0 

0.69 

0.15 

$16.82 

0.00 

0.00 

$0.00 

A 

6515014962894 

CORD  HANDPIECE  120.5  O/A  USE 
W/65150149628 

EA 

7 

7 

33.60 

2.66 

$2,425.50 

33.60 

2.66 

$2,425.50 

A 

6515015502417 

CORE  CONSOLE  TWO  HANDPIECES 
F/ARTHROSCOPIC 

EA 

2 

2 

10.00 

0.25 

$9,600.00 

10.00 

0.25 

$9,600.00 

A 

6515015503771 

CORE  MICRO  DRILL 

EA 

2 

2 

10.00 

2.00 

$8,000.00 

10.00 

2.00 

$8,000.00 

A 

651 5NCM040906 

CORE  OSC  SAW  (SUPP  ID  =110299) 

EA 

1 

1 

5.00 

1.00 

$4,000.00 

5.00 

1.00 

$4,000.00 

A 

6515NCM040908 

CORE  RECIP  SAW  (SUPP_ID  =  110298) 

EA 

1 

1 

5.00 

1.00 

$4,000.00 

5.00 

1.00 

$4,000.00 

A 

6515015538294 

CORE  SAG  SAW 

EA 

1 

1 

5.00 

0.05 

$6,200.00 

5.00 

0.05 

$6,200.00 

A 

6515015504310 

CORE  U  DRIVER 

EA 

1 

1 

5.00 

0.05 

$6,400.00 

5.00 

0.05 

$6,400.00 

D 

6530007778600 

CUP  SOL  CORROSION-RESISTING 

STEEL  7  OZ 

EA 

5 

0 

1.10 

0.04 

$29.30 

0.00 

0.00 

$0.00 

A 

6520005196770 

CURETTE  ALVEOLAR  MOLT  2.125IN  L 
BLADE 

EA 

9 

9 

0.99 

0.05 

$111.60 

0.99 

0.05 

$111.60 

Note.  A=quantity  unchanged;  B=quantity  increase;  C=quantity  decrease;  D=delete;  E=add,  deleted  replacement  item;  F=add,  new  item 


FFMAX  Materiel  Solutions  A-5 


Status 

NSN 

Supply  description 

UI 

AS- 

917P 

qty 

ESP 

qty 

AS-917P 

wt 

AS-917P 

cube 

AS-917P 

cost 

ESP  wt 

ESP 

cube 

ESP  cost 

A 

6520014977374 

CURETTE  ALVEOLAR  MOLT  CURVED 
LEFT  ANGLED 

EA 

9 

9 

1.98 

1.35 

$485.55 

1.98 

1.35 

$485.55 

D 

6520005196700 

CURETTE  ALVEOLAR  MOLT  OVL 
SOLID/SHARP  #4 

EA 

1 

0 

0.01 

0.00 

$14.87 

0.00 

0.00 

$0.00 

D 

6515011669028 

CUTTER  BONE  PIN  61N  SINGLE 

ACTION  CURVED  HDL 

EA 

1 

0 

0.20 

0.20 

$267.29 

0.00 

0.00 

$0.00 

A 

6515003245205 

DEPRESSOR  TONGUE  BLADE  3.75IN 
FENESTRATED  S 

EA 

7 

7 

1.26 

0.12 

$110.32 

1.26 

0.12 

$110.32 

D 

7110015025826 

DESK  FIELD  21X30.750X28.51N  PTBL 
W/CHA1R 

EA 

2 

0 

180.00 

20.00 

$1,376.00 

0.00 

0.00 

$0.00 

A 

6515011398762 

DILATOR  LACHRYMAL  RUEDEMANN 
DEL  NDL 

EA 

1 

1 

0.01 

0.00 

$18.50 

0.01 

0.00 

$18.50 

D 

6515003254400 

DILATOR  TRACHEAL  TROUSSEAU 

5.51N  CURVED 

EA 

1 

0 

0.20 

0.10 

$111.14 

0.00 

0.00 

$0.00 

A 

6515NCM040934 

DRILL  MICRO  TPS  ANGELED 
ATTACHMENT 

EA 

1 

1 

1.00 

0.75 

$800.00 

1.00 

0.75 

$800.00 

A 

6515014968059 

DRILL  TWIST  BONE  STRYKER  CRS 
65.8MM  O/A  2. 

EA 

5 

5 

0.50 

0.50 

$280.00 

0.50 

0.50 

$280.00 

D 

7290002248308 

DUSTPAN 

EA 

1 

0 

1.50 

0.28 

$1.33 

0.00 

0.00 

$0.00 

Note.  A=quantity  unchanged;  B=quantity  increase;  C=quantity  decrease;  D=delete;  E=add,  deleted  replacement  item;  F=add,  new  item 


FFMAX  Materiel  Solutions  A-6 


Status 

NSN 

Supply  description 

UI 

AS- 

917P 

qty 

ESP 

qty 

AS-917P 

wt 

AS-917P 

cube 

AS-917P 

cost 

ESP  wt 

ESP 

cube 

ESP  cost 

A 

6520014992119 

ELEVATOR  &  RETRACTOR  DENTAL 

CRS  HENAHAN  TH1 

EA 

2 

2 

1.10 

0.24 

$249.86 

1.10 

0.24 

$249.86 

A 

6515011405141 

ELEVATOR  HOOK  ZYGOMA 

EA 

2 

2 

1.50 

0.01 

$68.00 

1.50 

0.01 

$68.00 

D 

6515003276600 

ELEVATOR  NASAL  FREER  DESIGN 
7.501N 

EA 

1 

0 

0.20 

0.10 

$49.13 

0.00 

0.00 

$0.00 

A 

6515011385012 

ELEVATOR  PERIO  MOD  FREER 

CURVED  DBL  END 

EA 

2 

2 

0.02 

0.00 

$62.98 

0.02 

0.00 

$62.98 

A 

6515014473265 

ELEVATOR  PERIO  OBWEGESER 
CRANIO-MAXIL  8.71N 

EA 

3 

3 

0.90 

0.60 

$416.13 

0.90 

0.60 

$416.13 

A 

6515003278400 

ELEVATOR  PERIO  SAYR  6.50X.312IN 

DBL  END 

EA 

1 

1 

0.02 

0.02 

$16.80 

0.02 

0.02 

$16.80 

A 

6515013608972 

ELEVATOR  PERIO  SAYRE  &  ORTHO 
6.501N 

EA 

2 

2 

0.26 

0.01 

$102.00 

0.26 

0.01 

$102.00 

D 

6520005842699 

ELEVATOR  PERIOSTEAL  MOLT  #9 
DBL-ENDED  CRVD  BLADE 

EA 

1 

0 

0.08 

0.00 

$38.92 

0.00 

0.00 

$0.00 

D 

6520010577425 

ELEVATOR  ROOT  #92 

EA 

1 

0 

0.30 

0.02 

$28.99 

0.00 

0.00 

$0.00 

D 

6520005242550 

ELEVATOR  ROOT  34-S  .75  L  GOUGE 
BLADE  STEEL  5.8  L 

EA 

1 

0 

0.13 

0.00 

$46.73 

0.00 

0.00 

$0.00 

Note.  A=quantity  unchanged;  B=quantity  increase;  C=quantity  decrease;  D=delete;  E=add,  deleted  replacement  item;  F=add,  new  item 


FFMAX  Materiel  Solutions  A-7 


Status 

NSN 

Supply  description 

UI 

AS- 

917P 

qty 

ESP 

qty 

AS-917P 

wt 

AS-917P 

cube 

AS-917P 

cost 

ESP  wt 

ESP 

cube 

ESP  cost 

A 

6520008542496 

ELEVATOR  ROOT  COGSWELL  A 

EA 

5 

5 

1.30 

0.07 

$139.95 

1.30 

0.07 

$139.95 

D 

6520008542495 

ELEVATOR  ROOT  COGSWELL  B 

EA 

1 

0 

0.29 

0.02 

$28.99 

0.00 

0.00 

$0.00 

A 

6520014988806 

ELEVATOR  ROOT  CRS  HU-FR1EDY 
DESIGN 

EA 

2 

2 

1.30 

0.22 

$89.98 

1.30 

0.22 

$89.98 

D 

6520005243050 

ELEVATOR  ROOT  LTH  #301  0.36IN- 
0.39IN  BLADE 

EA 

1 

0 

0.18 

0.0271 

46.48 

0.00 

0.00 

$0.00 

D 

6520005244550 

ELEVATOR  ROOT  MILLER  #73  5.875- 
6.125IN  TYII 

EA 

5 

0 

0.01 

0.11 

$237.00 

0.00 

0.00 

$0.00 

D 

6520005245050 

ELEVATOR  ROOT  MILLER  #74  GOUGE 
BLADE  9/1 6N  L 

EA 

5 

0 

0.75 

0.03 

$220.55 

0.00 

0.00 

$0.00 

A 

6520005245400 

ELEVATOR  ROOT  SELDIN  #1L 

EA 

5 

5 

0.90 

0.08 

$158.90 

0.90 

0.08 

$158.90 

A 

6520005245405 

ELEVATOR  ROOT  SELDIN  #1R 

EA 

5 

5 

0.95 

0.04 

$147.15 

0.95 

0.04 

$147.15 

D 

6520008646791 

ELEVATOR  ROOT  WEST  #9  SPOON 
BLADE  9/32N  L 

EA 

5 

0 

0.55 

0.03 

$172.50 

0.00 

0.00 

$0.00 

D 

6520008646789 

ELEVATOR  ROOT  WEST  #9L  6.5-6.75IN 
HOLLOW  HDL 

EA 

1 

0 

0.19 

0.02 

$20.09 

0.00 

0.00 

$0.00 

D 

6520008646790 

ELEVATOR  ROOT  WEST  #9R  6.5-6.75IN 
HOLLOW  HDL 

EA 

1 

0 

0.11 

0.01 

$21.65 

0.00 

0.00 

$0.00 

Note.  A=quantity  unchanged;  B=quantity  increase;  C=quantity  decrease;  D=delete;  E=add,  deleted  replacement  item;  F=add,  new  item 


FFMAX  Materiel  Solutions  A-8 


Status 

NSN 

Supply  description 

UI 

AS- 

917P 

qty 

ESP 

qty 

AS-917P 

wt 

AS-917P 

cube 

AS-917P 

cost 

ESP  wt 

ESP 

cube 

ESP  cost 

A 

6515011106081 

ELEVATOR  SEPTUM  COTTLE 

DESIGNED  DBL-ENDED 

EA 

l 

l 

0.01 

0.01 

$63.68 

0.01 

0.01 

$63.68 

A 

6515013380640 

ELEVATOR  SEPTUM  FREER  DESIGN 
4.5MM  TIP  7.50X6 

EA 

l 

l 

0.01 

0.00 

$38.00 

0.01 

0.00 

$38.00 

A 

6515011398290 

ELEVATOR  ZYGOMA  DINGMAN 

DESIGN  HEAVY  DUTY  CUR 

EA 

2 

2 

0.36 

0.22 

$216.34 

0.36 

0.22 

$216.34 

A 

6515011643521 

ELEVATOR  ZYGOMA  GILLIES  DESIGN 
8.25  INCHES  OV 

EA 

2 

2 

0.36 

0.22 

$171.60 

0.36 

0.22 

$171.60 

A 

6515014971262 

ERICH  ARCH  BAR  39.037IN  O/A  1 

METER  ROLL 

EA 

1 

1 

0.08 

0.12 

$32.00 

0.08 

0.12 

$32.00 

A 

6515013975258 

FIBERSCOPE  TRACHEAL  INTUBATION 
W/LT  11 0/220 V 

EA 

1 

1 

6.00 

0.75 

$6,500.00 

6.00 

0.75 

$6,500.00 

A 

6520005285050 

FILE  BONE  SELDIN  #1 1  STR  7.75IN 
DBL-END  BLUNT 

EA 

10 

10 

1.80 

0.06 

$376.20 

1.80 

0.06 

$376.20 

D 

6520005285050 

FILE  BONE  SELDIN  #1 1  STR  7.75IN 
DBL-END  BLUNT 

EA 

10 

0 

0.18 

0.01 

$37.62 

0.00 

0.00 

$0.00 

D 

6230012917531 

FLASHLIGHT  STRAIGHT  3V  DC  ALM 
ALLOY  BLACK  GAS 

EA 

2 

0 

2.00 

0.20 

$32.40 

0.00 

0.00 

$0.00 

D 

6515003373900 

FORCEP  GAUZ  PAD  HOLD  FOERSTER 

9 IN  LOCK  JOINT 

EA 

8 

0 

1.84 

0.80 

$214.56 

0.00 

0.00 

$0.00 

Note.  A=quantity  unchanged;  B=quantity  increase;  C=quantity  decrease;  D=delete;  E=add,  deleted  replacement  item;  F=add,  new  item 


FFMAX  Materiel  Solutions  A-9 


Status 

NSN 

Supply  description 

UI 

AS- 

917P 

qty 

ESP 

qty 

AS-917P 

wt 

AS-917P 

cube 

AS-917P 

cost 

ESP  wt 

ESP 

cube 

ESP  cost 

D 

6515006878054 

FORCEP  HEMO  5.5IN  CRILE  CURVED 
JAW  STR  HDL 

EA 

16 

0 

2.40 

1.60 

$594.08 

0.00 

0.00 

$0.00 

A 

6515003346800 

FORCEP  HEMO  KELLY  5.50INX1IN 

STRT  BOX  LOCK 

EA 

10 

10 

1.50 

1.00 

$496.10 

1.50 

1.00 

$496.10 

D 

6515003346800 

FORCEP  HEMO  KELLY  5.501NX11N 

STRT  BOX  LOCK 

EA 

10 

0 

0.60 

0.40 

$198.44 

0.00 

0.00 

$0.00 

D 

6515003382900 

FORCEP  HEMO  SCHMIDT  7.25IN  CRVD 
SERR  TONSIL 

EA 

6 

0 

4.20 

0.60 

$71.94 

0.00 

0.00 

$0.00 

A 

6515003380300 

FORCEP  TISSUE  ALLIS  6IN  PIV 
STRT&SMOOTH  JAW 

EA 

4 

4 

0.40 

0.40 

$85.80 

0.40 

0.40 

$85.80 

D 

6515003380300 

FORCEP  TISSUE  ALLIS  6IN  PIV 
STRT&SMOOTH  JAW 

EA 

4 

0 

0.60 

0.60 

$128.70 

0.00 

0.00 

$0.00 

D 

6515006903209 

FORCEP  TISSUE  DEBAKEY  9.5IN  TWZR 
STR&SER  JAW 

EA 

2 

0 

0.62 

0.20 

$109.90 

0.00 

0.00 

$0.00 

D 

6515004426883 

FORCEP  TOWEL  5.25INDMND  KNURL 
PATTERN  NONPERF 

EA 

6 

0 

1.14 

0.60 

$233.82 

0.00 

0.00 

$0.00 

A 

6515003332400 

FORCEPS  DRESSING  ADSON  7.125"  LG 
BAYONET  STR  &  SERRATED  SHARP  PT 

EA 

2 

2 

0.40 

0.20 

$110.16 

0.40 

0.20 

$110.16 

D 

6515003332400 

FORCEPS  DRESSING  ADSON  7.125"  LG 
BAYONET  STR  &  SERRATED  SHARP  PT 

EA 

2 

0 

0.20 

0.10 

$55.08 

0.00 

0.00 

$0.00 

Note.  A=quantity  unchanged;  B=quantity  increase;  C=quantity  decrease;  D=delete;  E=add,  deleted  replacement  item;  F=add,  new  item 


FFMAX  Materiel  Solutions 


A-10 


Status 

NSN 

Supply  description 

UI 

AS- 

917P 

qty 

ESP 

qty 

AS-917P 

wt 

AS-917P 

cube 

AS-917P 

cost 

ESP  wt 

ESP 

cube 

ESP  cost 

A 

6515011398285 

FORCEPS  DRESSING  ADSON  ROUND 

TIP  12.7CM  ST 

EA 

10 

10 

0.10 

0.10 

$296.40 

0.10 

0.10 

$296.40 

A 

6515011249805 

FORCEPS  DRESSING  STRAIGHT 
BISHOP-HARMON  3-1/4 

EA 

2 

2 

0.34 

0.00 

$149.18 

0.34 

0.00 

$149.18 

A 

6515003338800 

FORCEPS  DRESSING  STRAIGHT 
SERRATED  JAW  4IN 

EA 

1 

1 

0.16 

0.01 

$5.18 

0.16 

0.01 

$5.18 

A 

6515003336600 

FORCEPS  EAR  LUCAE  5.5IN  TWEEZER 

EA 

6 

6 

0.54 

0.05 

$151.50 

0.54 

0.05 

$151.50 

A 

6515011157816 

FORCEPS  EYE  SUT  CASTROV1E  STRT 
0.5MM 

EA 

1 

1 

0.01 

0.00 

$141.34 

0.01 

0.00 

$141.34 

A 

6515011157668 

FORCEPS  EYE  SUTURE  CASTROVIEJO 
STRAIGHT  JAW  4 

EA 

1 

1 

0.01 

0.00 

$88.35 

0.01 

0.00 

$88.35 

A 

6515011210709 

FORCEPS  FIXATION  STRAIGHT 
CASTROVIEJO  4  INCH 

EA 

1 

1 

0.01 

0.00 

$101.78 

0.01 

0.00 

$101.78 

A 

6515000800330 

FORCEPS  HEMO  COLLER  DESIGN 
5.5INO/A  CURVED 

EA 

6 

6 

0.90 

0.04 

$64.68 

0.90 

0.04 

$64.68 

A 

6515000800106 

FORCEPS  HEMO  COLLER  DESIGN 
5.5INO/A  STRAIGH 

EA 

1 

1 

0.15 

0.01 

$34.04 

0.15 

0.01 

$34.04 

D 

6515003344900 

FORCEPS  HEMO  HALSTED  4.75-5.25IN 
CRVD SER 

EA 

5 

0 

0.50 

0.25 

$39.30 

0.00 

0.00 

$0.00 

Note.  A=quantity  unchanged;  B=quantity  increase;  quantity  decrease;  D=delete;  E=add,  deleted  replacement  item;  F=add,  new  item 


FFMAX  Materiel  Solutions 


A-ll 


Status 

NSN 

Supply  description 

UI 

AS- 

917P 

qty 

ESP 

qty 

AS-917P 

vvt 

AS-917P 

cube 

AS-917P 

cost 

ESP  vvt 

ESP 

cube 

ESP  cost 

A 

6515011385014 

FORCEPS  HEMO  KOCHER  5.50"  STR 
1.50IN 

EA 

2 

2 

0.02 

0.00 

$24.00 

0.02 

0.00 

$24.00 

A 

6515011385015 

FORCEPS  HEMO  KOCHER  DSGN  5.50IN 
CRVD  JAW  1. 

EA 

5 

5 

0.05 

0.01 

$136.60 

0.05 

0.01 

$136.60 

D 

6515003344300 

FORCEPS  HEMO  ROCH-PEAN  6- 
6 . 5  01N 1 . 8  75QTR-CR  V 

EA 

1 

0 

0.11 

0.10 

$9.59 

0.00 

0.00 

$0.00 

A 

6515014993792 

FORCEPS  KOCHER  ARTERTY  STR 
OSCHNER  7.0IN  IX 

EA 

2 

2 

0.60 

0.24 

$78.00 

0.60 

0.24 

$78.00 

A 

6515011405157 

FORCEPS  MAXILLARY  DISIMP ACTION 
ROWES  LEFT  6IN 

EA 

1 

1 

0.80 

0.05 

$205.33 

0.80 

0.05 

$205.33 

A 

6515015001355 

FORCEPS  NASAL  DUCK  BILL  SER 

GRASP  FLAT  13MM 

EA 

1 

1 

0.29 

0.10 

$155.40 

0.29 

0.10 

$155.40 

A 

6515003362900 

FORCEPS  NASAL  SEPTUM  CUTTING 
7.5IN  CROSS  ACT 

EA 

2 

2 

0.96 

0.12 

$293.16 

0.96 

0.12 

$293.16 

A 

6515011398350 

FORCEPS  NASAL  SEPTUM  CUTTING 

JAN  SEN  -MIDDLETON 

EA 

1 

1 

0.01 

0.00 

$290.07 

0.01 

0.00 

$290.07 

A 

6515011101372 

FORCEPS  NASAL  SEPTUM  CUTTING 
TAKAHASHI  CRS  JA 

EA 

2 

2 

0.18 

0.01 

$405.58 

0.18 

0.01 

$405.58 

A 

6515001048632 

FORCEPS  NASAL  SEPTUM 

STRGHTNING  WALSHAM  9IN 

EA 

1 

1 

0.01 

0.00 

$152.94 

0.01 

0.00 

$152.94 

Note.  A=quantity  unchanged;  B=quantity  increase;  quantity  decrease;  D=delete;  E=add,  deleted  replacement  item;  F=add,  new  item 


FFMAX  Materiel  Solutions 


A-12 


Status 

NSN 

Supply  description 

UI 

AS- 

917P 

qty 

ESP 

qty 

AS-917P 

vvt 

AS-917P 

cube 

AS-917P 

cost 

ESP  vvt 

ESP 

cube 

ESP  cost 

D 

6515006903208 

FORCEPS  TISS  DEBAR  7.751N 

TWEEZER  STR&SER  JAW 

EA 

2 

0 

0.38 

0.20 

$89.10 

0.00 

0.00 

$0.00 

D 

6515003377800 

FORCEPS  TISSUE  ADS4.50INTWEEZ 

STRT  &  SMTH  JAW 

EA 

4 

0 

0.80 

0.40 

$313.32 

0.00 

0.00 

$0.00 

A 

6515011151737 

FORCEPS  TISSUE  BISHOP-HARMON 
STAIRGHT  3.3IN 

EA 

1 

1 

0.05 

0.05 

$79.39 

0.05 

0.05 

$79.39 

A 

6515005843740 

FORCEPS  TISSUE  BROWN  6IN 

TWEEZER  STRAIGHT  & 

EA 

1 

1 

0.06 

0.01 

$11.87 

0.06 

0.01 

$11.87 

A 

6515005843738 

FORCEPS  TISSUE  BROWN-ADSON 

4.5IN  TWEEZER  ST 

EA 

10 

10 

0.70 

0.03 

$466.10 

0.70 

0.03 

$466.10 

A 

6515014963336 

FORCEPS  TISSUE  CRS  5.5  O/A  BABY 
ALLIS  4X5 

EA 

1 

1 

0.16 

0.08 

$33.00 

0.16 

0.08 

$33.00 

D 

6515002998325 

FORCEPS  TISSUE  RUSSIAN  5.75-6.25IN 
TWEEZER 

EA 

1 

0 

0.20 

0.10 

$34.23 

0.00 

0.00 

$0.00 

A 

6520001805965 

FORCEPS  TOOTH  EXTRACT  6.25IN 
LWR1ST/2MOLR  #17 

EA 

6 

6 

4.80 

0.30 

$555.66 

4.80 

0.30 

$555.66 

D 

6520005321050 

FORCEPS  TOOTH  EXTRACT  7.125IN 

BOX  LCK  53R 

EA 

1 

0 

0.68 

0.06 

$95.74 

0.00 

0.00 

$0.00 

D 

6520005323990 

FORCEPS  TOOTH  EXTRACTING  NO. 

150  6.875IN 

EA 

1 

0 

0.48 

0.02 

$45.67 

0.00 

0.00 

$0.00 

Note.  A=quantity  unchanged;  B=quantity  increase;  quantity  decrease;  D=delete;  E=add,  deleted  replacement  item;  F=add,  new  item 


FFMAX  Materiel  Solutions 


A-13 


Status 

NSN 

Supply  description 

UI 

AS- 

917P 

qty 

ESP 

qty 

AS-917P 

wt 

AS-917P 

cube 

AS-917P 

cost 

ESP  wt 

ESP 

cube 

ESP  cost 

D 

6520005324990 

FORCEPS  TOOTH  EXTRACTING  NO. 

151  6.625" 

EA 

5 

0 

2.10 

0.05 

$228.35 

0.00 

0.00 

$0.00 

A 

6520001805971 

FORCEPS  TOOTH  EXTRACTING 

SIMPSON  #151 -AS 

EA 

10 

10 

5.40 

0.03 

$437.90 

5.40 

0.03 

$437.90 

A 

6520010576542 

FORCEPS  TOOTH  EXTRACTING  STYLE 

23  CORROSION  R 

EA 

6 

6 

3.24 

0.02 

$334.26 

3.24 

0.02 

$334.26 

D 

6520005320150 

FORCEPS  TOOTH  EXTRACTNG  7.125IN 
TYI53L 

EA 

1 

0 

1.01 

0.06 

$110.18 

0.00 

0.00 

$0.00 

D 

6515004426882 

FORCEPS  TOWEL  3.75IN  DIAMOND 
KNURL  PATTERN  NONPERF 

EA 

12 

0 

1.20 

0.12 

$345.84 

0.00 

0.00 

$0.00 

D 

6515003204590 

FORCEPS  TOWEL  BACKHAUS  41N 
OPPOSED  PRONGS 

EA 

34 

0 

4.42 

3.40 

$417.18 

0.00 

0.00 

$0.00 

D 

7240015648659 

FRAME  CLOTH  BASKET  ADJUSTABLE 
FOLDING 

EA 

4 

0 

24.00 

4.00 

$648.04 

0.00 

0.00 

$0.00 

D 

6520000551518 

FRAME  DENTAL  LABORATORY  SAW 
F/4.240"  BLADE  U/W  6520-01-055-1519 

EA 

1 

0 

0.10 

0.10 

$7.56 

0.00 

0.00 

$0.00 

A 

6520011196387 

GAGE  PROSTHODONTIC  BOLEY 

100MM  SCALE  VERNIER  READING 
0.10MM 

EA 

2 

2 

0.20 

0.20 

$59.04 

0.20 

0.20 

$59.04 

A 

6515015097573 

GUARD  SURG  BUR  CRS  F/IMPACT 

PG 

5 

5 

0.75 

0.25 

$700.00 

0.75 

0.25 

$700.00 

Note.  A=quantity  unchanged;  B=quantity  increase;  quantity  decrease;  D=delete;  E=add,  deleted  replacement  item;  F=add,  new  item 


FFMAX  Materiel  Solutions 


A-14 


Status 

NSN 

Supply  description 

UI 

AS- 

917P 

qty 

ESP 

qty 

AS-917P 

wt 

AS-917P 

cube 

AS-917P 

cost 

ESP  wt 

ESP 

cube 

ESP  cost 

DRILL  3  S 

D 

6520005013515 

HANDLE  DENT  SUCTION  APPAR  TIP 
5.43-5.56IN 

EA 

18 

0 

3.60 

0.23 

$647.64 

0.00 

0.00 

$0.00 

D 

7920002051170 

HANDLE  MOP  WOOD  SPRING  LEVER 

60  INCHES  LONG 

EA 

2 

0 

0.90 

0.54 

$11.72 

0.00 

0.00 

$0.00 

A 

6515007822615 

HANDLE  SURG  KNIFE  DETACHABLE 
BLADE  NO.  3H 

EA 

1 

1 

0.11 

0.01 

$39.92 

0.11 

0.01 

$39.92 

D 

6515003447800 

HANDLE  SURGICAL  KNIFE  DET 

BLADE  3  NARROW  NOSE 

EA 

10 

0 

1.00 

1.09 

$55.20 

0.00 

0.00 

$0.00 

D 

6515003447880 

HANDLE  SURGICAL  KNIFE  DET 

BLADE  7  NARROW  NOSE 

EA 

1 

0 

0.10 

0.10 

$7.32 

0.00 

0.00 

$0.00 

D 

6520014574926 

HOLDER  NAPKIN  DENTAL  12S 

PG 

5 

0 

1.30 

0.02 

$155.00 

0.00 

0.00 

$0.00 

A 

6515014995087 

HOLDER  SUTURE  NDL  162MM  14MM 
W/RATCH 

EA 

2 

2 

0.36 

0.20 

$167.24 

0.36 

0.20 

$167.24 

A 

6515011680106 

HOLDER  SUTURE  NDL  CASTROVIEJO 
5.50IN  PAS  FEN 

EA 

1 

1 

0.21 

0.01 

$157.55 

0.21 

0.01 

$157.55 

D 

6515006903198 

HOLDER  SUTURE  NDL  DEBAKEY  7IN 
SERR 

EA 

2 

0 

0.40 

0.20 

$153.42 

0.00 

0.00 

$0.00 

D 

6515003419100 

HOLDER  SUTURE  NDL  HEGAR-MAYO 

EA 

1 

0 

0.19 

0.10 

$27.74 

0.00 

0.00 

$0.00 

Note.  A=quantity  unchanged;  B=quantity  increase;  quantity  decrease;  D=delete;  E=add,  deleted  replacement  item;  F=add,  new  item 


FFMAX  Materiel  Solutions 


A-15 


Status 

NSN 

Supply  description 

UI 

AS- 

917P 

qty 

ESP 

qty 

AS-917P 

wt 

AS-917P 

cube 

AS-917P 

cost 

ESP  wt 

ESP 

cube 

ESP  cost 

6  INCH  CENTRA 

A 

6515003419200 

HOLDER  SUTURE  NDL  HEGAR-MAYO 
7IN  GROOVED  JAWS 

EA 

5 

5 

1.10 

0.08 

$75.40 

1.10 

0.08 

$75.40 

D 

6515006198219 

HOLDER  SUTURE  NDL  WEBSTER  STR 

5  IN 

EA 

2 

0 

0.20 

0.26 

$20.78 

0.00 

0.00 

$0.00 

D 

6515003417200 

HOLDER  SUTURE  NEEDLE  COLLIER 

5 IN  STRT  JAW 

EA 

2 

0 

0.20 

0.20 

$97.70 

0.00 

0.00 

$0.00 

D 

6515002998737 

HOLDER  SUTURE  NEEDLE  HEGAR- 
MAYO  7IN  SER  JAW 

EA 

4 

0 

0.88 

0.04 

$154.20 

0.00 

0.00 

$0.00 

D 

6515003421400 

HOOK  BRAIN  DISSECTING  ADSON  90 
DEGREE  8 IN 

EA 

2 

0 

0.45 

0.20 

$60.36 

0.00 

0.00 

$0.00 

D 

6515003422500 

HOOK  DURA  FRAZIER  DESIGN  1/2 
CIRCLE  SHAPE  5IN 

EA 

5 

0 

4.00 

0.03 

$417.85 

0.00 

0.00 

$0.00 

A 

6515003423300 

HOOK  IRIS  TYRELL  DESIGN  CRS  2/3 
CIRCLE  5 IN  P 

EA 

5 

5 

1.01 

0.07 

$37.50 

1.01 

0.07 

$37.50 

A 

6515014340932 

HOOK  LACRIMAL  INTUBATION  SET 
CRAWFORD  DESIGN 

EA 

1 

1 

0.10 

0.15 

$83.45 

0.10 

0.15 

$83.45 

A 

6515011397983 

HOOK  NERVE  BLUNT  TIP  GRAHAM 
DESIGN  6  3/8INCH 

EA 

2 

2 

0.02 

0.00 

$27.44 

0.02 

0.00 

$27.44 

Note.  A=quantity  unchanged;  B=quantity  increase;  quantity  decrease;  D=delete;  E=add,  deleted  replacement  item;  F=add,  new  item 


FFMAX  Materiel  Solutions 


A-16 


Status 

NSN 

Supply  description 

UI 

AS- 

917P 

qty 

ESP 

qty 

AS-917P 

vvt 

AS-917P 

cube 

AS-917P 

cost 

ESP  vvt 

ESP 

cube 

ESP  cost 

A 

6515011399070 

HOOK  SKIN  JOSEPH  156MM  O/A 

LENGTH  SGL 

EA 

10 

10 

0.70 

0.01 

$220.30 

0.70 

0.01 

$220.30 

A 

6515011101378 

HOOK  SKIN  JOSEPH  6INX10MM  SHARP 
DBL PRONG 

EA 

2 

2 

0.12 

0.00 

$37.72 

0.12 

0.00 

$37.72 

A 

6515011101380 

HOOK  SKIN  JOSEPH  6INX2MM  SHRP 

DBL  PRONG 

EA 

5 

5 

0.30 

0.01 

$268.85 

0.30 

0.01 

$268.85 

A 

6515011101373 

HOOK  SKIN  JOSEPH  6INX5MM  SHARP 
DBL  PRONG 

EA 

12 

12 

0.12 

0.01 

$624.00 

0.12 

0.01 

$624.00 

A 

6515011101379 

HOOK  SKIN  JOSEPH  6INX7MM  SHARP 
DBL  PRONG 

EA 

2 

2 

0.16 

0.01 

$44.12 

0.16 

0.01 

$44.12 

D 

6515014215794 

ILLUMINATOR  FIBEROP 

EA 

1 

0 

0.55 

0.12 

$1,206.92 

0.00 

0.00 

$0.00 

A 

6515NCM060083 

IMPACTION  DRILL,  DENTAL 

HANDPIECE 

EA 

4 

4 

0.40 

0.40 

$19,200.00 

0.40 

0.40 

$19,200.00 

A 

6520005631150 

IMPRESSION  TRAY  DENTAL 
HYDROCOLLOID  LOWER  MEDIUM- 
LARGE 

EA 

3 

3 

0.45 

0.30 

$27.12 

0.45 

0.30 

$27.12 

A 

6515015430802 

INSTRUMENT  FIXATION  SET 
CRANIOFACIAL 

SE 

1 

1 

5.00 

0.13 

$202,270.0 

0 

5.00 

0.13 

$202,270.00 

A 

6515015430810 

INSTRUMENT  FIXATION  SET 
MANDIUBULAR 

SE 

1 

1 

5.00 

0.13 

$276,946.9 

8 

5.00 

0.13 

$276,946.98 

Note.  A=quantity  unchanged;  B=quantity  increase;  quantity  decrease;  D=delete;  E=add,  deleted  replacement  item;  F=add,  new  item 


FFMAX  Materiel  Solutions 


A-17 


Status 

NSN 

Supply  description 

UI 

AS- 

917P 

qty 

ESP 

qty 

AS-917P 

wt 

AS-917P 

cube 

AS-917P 

cost 

ESP  wt 

ESP 

cube 

ESP  cost 

D 

7330014492319 

JUG  INSULATED  5  GALLON  ORANGE 

EA 

l 

0 

2.00 

0.75 

$28.62 

0.00 

0.00 

$0.00 

A 

6515014995091 

KNIFE  BALLENGER  7.5IN  O/A  SWIVEL 
STR  4MM  BL 

EA 

l 

l 

0.18 

0.10 

$98.83 

0.18 

0.10 

$98.83 

A 

6515NCM050276 

KNIFE  FREER  HALF  ROUND 

EA 

l 

l 

0.10 

0.10 

$44.80 

0.10 

0.10 

$44.80 

A 

6515011168200 

KNIFE  NASAL  STRAIGHT  COTTLE 

EA 

l 

l 

0.09 

0.00 

$48.45 

0.09 

0.00 

$48.45 

D 

6230013250595 

LANTERN  BATTERY  OPERATED 
RECHARGEABLE  WITH  1 1 

EA 

2 

0 

1.70 

0.02 

$187.72 

0.00 

0.00 

$0.00 

A 

6515014988823 

LIGHT  HEAD  FIBER  OPTIC  FULLY 
ADJUSTABLE  CROWN  STRAP  W/10' 
CABLE 

EA 

2 

2 

2.20 

1.20 

$2,040.00 

2.20 

1.20 

$2,040.00 

A 

6515014988843 

LIGHT  SOURCE  FIBEROPTIC  MINIMAX 
7.5INX5.5IN 

EA 

2 

2 

13.00 

1.04 

$1,377.00 

13.00 

1.04 

$1,377.00 

A 

6515011413330 

MALLET  NASAL  STORZ  DESIGN 

SMALL  SIZE  REUSABLE 

EA 

1 

1 

1.50 

0.01 

$46.72 

1.50 

0.01 

$46.72 

A 

6520005402050 

MALLET  ORAL  SURGERY  HAND  TYPE 
MEAD 

EA 

5 

5 

2.50 

0.50 

$139.50 

2.50 

0.50 

$139.50 

D 

6515014322711 

MONITOR  PATIENT  VITAL  SIGNS: 

EA 

1 

0 

10.00 

1.00 

$22,536.86 

0.00 

0.00 

$0.00 

D 

7920009265493 

MOPHEAD  WET 

EA 

2 

0 

6.00 

1.13 

$8.74 

0.00 

0.00 

$0.00 

Note.  A=quantity  unchanged;  B=quantity  increase;  quantity  decrease;  D=delete;  E=add,  deleted  replacement  item;  F=add,  new  item 


FFMAX  Materiel  Solutions 


A-18 


Status 

NSN 

Supply  description 

UI 

AS- 

917P 

qty 

ESP 

qty 

AS-917P 

wt 

AS-917P 

cube 

AS-917P 

cost 

ESP  wt 

ESP 

cube 

ESP  cost 

A 

6515014988543 

MORSELIZER  RUBIN  SEPTAL  8.251N 

DBL  ACT  SER  13 

EA 

l 

l 

0.18 

0.10 

$211.76 

0.18 

0.10 

$211.76 

A 

6520010367257 

MOUNTING  INSERT  DENTAL 
ARTICULATOR  DISPOSABLE  12S 

EA 

2 

2 

0.40 

0.20 

$32.90 

0.40 

0.20 

$32.90 

A 

1670009962780 

NET  CARGO  TIE  DOWN  5.5FTX14.5 

EA 

4 

4 

80.00 

20.00 

$568.00 

80.00 

20.00 

$568.00 

A 

1670009694103 

NET  CARGO  TIE  DOWN  96IN  HT 

10,000LB  CAP 

EA 

2 

2 

40.00 

10.00 

$284.00 

40.00 

10.00 

$284.00 

D 

6540014587337 

OPHTHALMOSCOPE  2.5  VOLT 

COMPACT  W/HALOGEN 

LIGHT &POLARIZED  FILTER 

EA 

1 

0 

0 

0 

0 

0.00 

0.00 

$0.00 

A 

6515014996697 

OSTEOTOME  COTTLE  4MM  8.25IN  LG 
W/ROUND 

EA 

1 

1 

0.55 

0.02 

$43.00 

0.55 

0.02 

$43.00 

A 

6515014994056 

OSTEOTOME  JOSEPH  CRS  CURVED  8IN 
7MM  TIP 

EA 

2 

2 

0.36 

0.24 

$246.00 

0.36 

0.24 

$246.00 

A 

6515015206471 

OSTEOTOME  NEIVENT  F/NASAL  & 

PLAS  SURGERY  20CM 

EA 

2 

2 

0.08 

0.08 

$264.22 

0.08 

0.08 

$264.22 

A 

6515014994053 

OSTEOTOME  RUBIN  W/STAB  CRS 

16.5CM  14MM 

EA 

1 

1 

0.10 

0.12 

$83.62 

0.10 

0.12 

$83.62 

E 

6515015648377 

OTOSCOPE  AND  OPHTHALMOSCOPE 
SET  PANOPTIC  W/COLBALT  BLUE 

EA 

0 

1 

0.00 

0.00 

$0.00 

5 

0.25 

646.62 

Note.  A=quantity  unchanged;  B=quantity  increase;  quantity  decrease;  D=delete;  E=add,  deleted  replacement  item;  F=add,  new  item 


FFMAX  Materiel  Solutions 


A-19 


Status 

NSN 

Supply  description 

UI 

AS- 

917P 

qty 

ESP 

qty 

AS-917P 

wt 

AS-917P 

cube 

AS-917P 

cost 

ESP  wt 

ESP 

cube 

ESP  cost 

FILTER 

D 

7240000238570 

PAIL  UTILITY  PLASTIC  3.5  GAL  CAP 
12.438IN 

EA 

2 

0 

8.00 

3.17 

$25.76 

0.00 

0.00 

$0.00 

A 

1670008204896 

PALLET  CARGO  AIRCRAFT  108INX88IN 

EA 

2 

2 

400.00 

18.00 

$1,713.92 

400.00 

18.00 

$1,713.92 

A 

6515015352444 

PIN  CUTTER  2MM  DIA  20.5  CM  LG 

STEEL  F/ORAL  SU 

EA 

1 

1 

0.56 

0.26 

$1,020.48 

0.56 

0.26 

$1,020.48 

A 

6520005365350 

PLUGGER  PLASTIC  FILLING  DENTAL 
CRES  OR  BRASS 

EA 

10 

10 

0.80 

0.03 

$114.90 

0.80 

0.03 

$114.90 

A 

6515012064706 

PROBE  LACHRYMAL  BOWMAN 
STAINLESS  STEEL  141MM 

EA 

1 

1 

0.04 

0.00 

$6.00 

0.04 

0.00 

$6.00 

A 

6515005261259 

PROBE  LACHRYMAL  BOWMAN 
STERLING  SILVER  SZ  00 

EA 

1 

1 

0.31 

0.00 

$14.20 

0.31 

0.00 

$14.20 

A 

6515011462640 

PROBE  LACHRYMAL  BOWMAN 
STRAIGHT  DBL-ENDED  1&2 

EA 

1 

1 

0.04 

0.00 

$20.28 

0.04 

0.00 

$20.28 

A 

6515011205018 

PROBE  LACHRYMAL  BOWMAN 
STRAIGHT  DBL-ENDED  3&4 

EA 

1 

1 

0.05 

0.00 

$20.28 

0.05 

0.00 

$20.28 

A 

6520011405372 

PROP  MOUTH  DENTAL  CHILD  BLACK 

2S 

PG 

1 

1 

0.81 

0.02 

$7.83 

0.81 

0.02 

$7.83 

D 

6520011253245 

PROP  MOUTH  DENTAL  PEDODONTIC 

PG 

1 

0 

0.01 

0.00 

$26.12 

0.00 

0.00 

$0.00 

Note.  A=quantity  unchanged;  B=quantity  increase;  quantity  decrease;  D=delete;  E=add,  deleted  replacement  item;  F=add,  new  item 


FFMAX  Materiel  Solutions 


A-20 


Status 

NSN 

Supply  description 

UI 

AS- 

917P 

qty 

ESP 

qty 

AS-917P 

vvt 

AS-917P 

cube 

AS-917P 

cost 

ESP  vvt 

ESP 

cube 

ESP  cost 

30MM  OPENING  2S 

A 

6520011253246 

PROP  MOUTH  DENTAL  RUBBER  ADLT 
LG2S 

PG 

10 

10 

1.00 

0.02 

$120.00 

1.00 

0.02 

$120.00 

A 

6515015131271 

RASP  BONE  ANTRUM  WEINER  MED 
W/20CM  TROCAR  TIP 

EA 

l 

l 

0.12 

0.07 

$149.00 

0.12 

0.07 

$149.00 

A 

6515014995712 

RASP  DBL  END  GOLD  3  &  4  16/20 

TEETH  8.0IN 

EA 

l 

l 

0.08 

0.08 

$376.50 

0.08 

0.08 

$376.50 

A 

6515014995717 

RASP  DBL  END  GOLD  5  &  6  24/30 

TEETH  8.0IN 

EA 

l 

l 

0.08 

0.08 

$376.50 

0.08 

0.08 

$376.50 

A 

6515014995718 

RASP  DBL  END  GOLD  7  &  8  36/44 

TEETH  8.0IN 

EA 

l 

l 

0.08 

0.08 

$376.50 

0.08 

0.08 

$376.50 

D 

6680012346789 

REGULATOR  02  D/E  CYLINDERS  2 

DISS  1  BARB 

EA 

l 

0 

1.12 

0.06 

$120.68 

0.00 

0.00 

$0.00 

D 

6515012579981 

RESUSCITATOR  HAND  OPERATED 

EA 

l 

0 

1.40 

0.63 

$230.48 

0.00 

0.00 

$0.00 

A 

6515014963387 

RETRACTOR  EYELID  DESMARRES  CRS 
5.5  O/A  LG  11M 

EA 

l 

1 

0.08 

0.08 

$42.00 

0.08 

0.08 

$42.00 

A 

6515012463823 

RETRACTOR  EYELID  DESMARRES 

SIZE  0  SOLID  BLADE 

EA 

l 

1 

0.05 

0.00 

$28.86 

0.05 

0.00 

$28.86 

A 

6515011399039 

RETRACTOR  GEN  OPER  SENN  6.5IN 

EA 

7 

7 

0.07 

0.01 

$253.61 

0.07 

0.01 

$253.61 

Note.  A=quantity  unchanged;  B=quantity  increase;  quantity  decrease;  D=delete;  E=add,  deleted  replacement  item;  F=add,  new  item 


FFMAX  Materiel  Solutions 


A-21 


Status 

NSN 

Supply  description 

UI 

AS- 

917P 

qty 

ESP 

qty 

AS-917P 

wt 

AS-917P 

cube 

AS-917P 

cost 

ESP  wt 

ESP 

cube 

ESP  cost 

DBL  ENDED  BLUNT 

A 

6515011399038 

RETRACTOR  GEN  OPER  SENN  6.5IN 

DBL  ENDED  SHARP 

EA 

9 

9 

0.90 

0.01 

$98.64 

0.90 

0.01 

$98.64 

A 

6515003611500 

RETRACTOR  GOITER  LAHEY  DESIGN 
CRS  7-1/8IN 

EA 

3 

3 

0.84 

0.04 

$90.00 

0.84 

0.04 

$90.00 

A 

6515014963414 

RETRACTOR  GP  4.5  O/S  LUER 

EA 

1 

1 

0.12 

0.08 

$41.00 

0.12 

0.08 

$41.00 

A 

6515014963418 

RETRACTOR  GP  WEITLANER  SELF 

EA 

2 

2 

0.16 

0.14 

$328.00 

0.16 

0.14 

$328.00 

A 

6515012466532 

RETRACTOR  LID  DESMARRES  136  MM 
LG  SIZE  1  13MM 

EA 

1 

1 

0.02 

0.00 

$28.86 

0.02 

0.00 

$28.86 

A 

6515012466533 

RETRACTOR  LID  DESMARRES  143  MM 
LG  SIZE  2 

EA 

1 

1 

0.02 

0.00 

$30.50 

0.02 

0.00 

$30.50 

D 

6520011365846 

RETRACTOR  MANDIBULAR  HARGIS 
DESIGN  CRS  PASSIVATED 

EA 

1 

0 

0.15 

0.10 

$98.82 

0.00 

0.00 

$0.00 

D 

6515009269193 

RETRACTOR  M AST WEIT LAN ER  6.5IN 
HOOK  4  PRONG 

EA 

5 

0 

1.55 

1.00 

$258.00 

0.00 

0.00 

$0.00 

A 

6515001048391 

RETRACTOR  NASAL  AUFRICHT  7IN 
ROCKWELL  HARDNE 

EA 

1 

1 

0.04 

0.00 

$147.52 

0.04 

0.00 

$147.52 

A 

6515014995024 

RETRACTOR  NASAL  COTTLE  NEIVE 

DBL  END 

EA 

1 

1 

0.18 

0.10 

$121.55 

0.18 

0.10 

$121.55 

Note.  A=quantity  unchanged;  B=quantity  increase;  quantity  decrease;  D=delete;  E=add,  deleted  replacement  item;  F=add,  new  item 


FFMAX  Materiel  Solutions 


A-22 


Status 

NSN 

Supply  description 

UI 

AS- 

917P 

qty 

ESP 

qty 

AS-917P 

vvt 

AS-917P 

cube 

AS-917P 

cost 

ESP  vvt 

ESP 

cube 

ESP  cost 

A 

6520011378452 

RETRACTOR  ORAL  OBWEGESER  #167 
12X55MM  DWN 

EA 

l 

l 

0.01 

0.00 

$107.51 

0.01 

0.00 

$107.51 

A 

6520011378455 

RETRACTOR  ORAL  OBWEGESER  #167 
70X1 4MM  DWN 

EA 

4 

4 

0.04 

0.00 

$457.60 

0.04 

0.00 

$457.60 

A 

6520011378453 

RETRACTOR  ORAL  OBWEGESER  #168 
12X60MM  UP 

EA 

5 

5 

0.05 

0.01 

$500.65 

0.05 

0.01 

$500.65 

A 

6520011378454 

RETRACTOR  ORAL  OBWEGESER  #168 
16X80MM  UP 

EA 

3 

3 

0.03 

0.00 

$312.93 

0.03 

0.00 

$312.93 

A 

6515014469503 

RETRACTOR  ORAL-CRAN-MAXILL 
OBWEGESER  CRV 

EA 

6 

6 

1.20 

1.20 

$832.26 

1.20 

1.20 

$832.26 

A 

6515011212324 

RETRACTOR  ORBITAL  SCHEPENS 

14MM  61N 

EA 

1 

1 

0.01 

0.00 

$55.65 

0.01 

0.00 

$55.65 

D 

6515003614850 

RETRACTOR  PERINEAL  GELP1  HOOK 
UNIT  TYPE  6 

EA 

1 

0 

0.37 

0.10 

$44.79 

0.00 

0.00 

$0.00 

A 

6515011170496 

RETRACTOR  RIBBON  MALLEABLE 
20CMX16MM 

EA 

5 

5 

0.05 

0.01 

$137.25 

0.05 

0.01 

$137.25 

D 

6515003609200 

RETRACTOR  SET  GEN  OPERAT  DBL 

END  8.5&8.75IN 

SE 

1 

0 

0.30 

0.10 

$41.51 

0.00 

0.00 

$0.00 

A 

6515015130897 

RETRACTOR  SKIN  OBWEGESER  TOE 
DOWN  25  X  7MM/22 

EA 

4 

4 

0.48 

0.48 

$508.00 

0.48 

0.48 

$508.00 

Note.  A=quantity  unchanged;  B=quantity  increase;  quantity  decrease;  D=delete;  E=add,  deleted  replacement  item;  F=add,  new  item 


FFMAX  Materiel  Solutions 


A-23 


Status 

NSN 

Supply  description 

UI 

AS- 

917P 

qty 

ESP 

qty 

AS-917P 

wt 

AS-917P 

cube 

AS-917P 

cost 

ESP  wt 

ESP 

cube 

ESP  cost 

D 

6515011397947 

RETRACTOR  SPRING  WIRE  SZ  1  5.5 
INCHES  LONG  STAINLESS  STEEL 

EA 

l 

0 

1.00 

0.10 

$17.00 

0.00 

0.00 

$0.00 

D 

6520010473578 

RETRACTOR  TONGUE  &  CHEEK 
MINNESOTA 

EA 

l 

0 

0.07 

0.01 

$28.21 

0.00 

0.00 

$0.00 

A 

6520014963337 

RETRACTOR  TONGUE  &  CHEEK 

WIEDER  SERR 

EA 

7 

7 

3.85 

0.84 

$462.00 

3.85 

0.84 

$462.00 

A 

6515003618980 

RETRACTOR  TRACH  HUPP  SHARP 
BLADE  PT 

EA 

2 

2 

0.26 

0.03 

$12.04 

0.26 

0.03 

$12.04 

D 

6515003620200 

RETRACTOR  VEIN  CUSHING  DESIGN 
8.5IN 

EA 

2 

0 

0.32 

0.20 

$153.06 

0.00 

0.00 

$0.00 

A 

6515011398264 

RONGEUR  KERRISON  40  DEG  UPBITE 
W/3MM  BIT 

EA 

2 

2 

0.02 

0.00 

$287.64 

0.02 

0.00 

$287.64 

A 

6515003315170 

RONGEUR  KERRISON  SGL  JOINT  SM 

SZ 

EA 

1 

1 

1.00 

0.05 

$224.04 

1.00 

0.05 

$224.04 

D 

6520005313250 

RONGEUR  SGL  JOINT  CRVD  SZ  4A  6.25- 
6.5IN 

EA 

1 

0 

0.52 

0.03 

$162.45 

0.00 

0.00 

$0.00 

A 

8340NCM060739 

ROPAK  CONTAINER  LID  40X48 

EA 

10 

10 

50.00 

10.00 

$373.40 

50.00 

10.00 

$373.40 

A 

8340NCM020030 

ROPAK  CONTAINER  TWO  DROP 

DOORS  84 

EA 

10 

10 

250.00 

150.00 

$2,450.00 

250.00 

150.00 

$2,450.00 

Note.  A=quantity  unchanged;  B=quantity  increase;  quantity  decrease;  D=delete;  E=add,  deleted  replacement  item;  F=add,  new  item 


FFMAX  Materiel  Solutions 


A-24 


Status 

NSN 

Supply  description 

UI 

AS- 

917P 

qty 

ESP 

qty 

AS-917P 

wt 

AS-917P 

cube 

AS-917P 

cost 

ESP  wt 

ESP 

cube 

ESP  cost 

A 

6540011654987 

RULER  MEASURING  PUPILLARY 
DISTANCE  6X.50IN 

EA 

5 

5 

0.50 

0.09 

$4.40 

0.50 

0.09 

$4.40 

D 

6515011111013 

SCISSOR  EAR  JOSEPH  CRV  BLADE 

MED  WT  5.7IN 

EA 

1 

0 

0.10 

0.10 

$17.82 

0.00 

0.00 

$0.00 

A 

6515011215029 

SCISSOR  EYE  UTIL  WESTCOTT  5.10IN 
STR 

EA 

1 

1 

0.01 

0.01 

$282.16 

0.01 

0.01 

$282.16 

A 

6515014963402 

SCISSOR  GEN  SURG  4.3  IN  STR  SHARP 

EA 

1 

1 

0.12 

0.08 

$50.00 

0.12 

0.08 

$50.00 

D 

6515003651820 

SCISSOR  GEN  SURG  5.50IN  ONE  BLUNT 

EA 

2 

0 

0.26 

0.20 

$10.74 

0.00 

0.00 

$0.00 

A 

6515003650640 

SCISSOR  GEN  SURG  7IN  STR  BLADE 
BLUNT 

EA 

1 

1 

0.19 

0.01 

$21.71 

0.19 

0.01 

$21.71 

A 

6515011126408 

SCISSOR  GEN  SURG  JOSEPH  DESIGN 
5.75IN 

EA 

1 

1 

0.02 

0.00 

$33.16 

0.02 

0.00 

$33.16 

D 

6515003640500 

SCISSOR  GEN  SURG  MAYO  5.25-5.75IN 
CURVED 

EA 

1 

0 

0.14 

0.01 

$27.13 

0.00 

0.00 

$0.00 

A 

6515003640900 

SCISSOR  GEN  SURG  MAYO  5.50IN  STR 

EA 

1 

1 

0.14 

0.00 

$14.04 

0.14 

0.00 

$14.04 

D 

6515003640920 

SCISSOR  GEN  SURG  MAYO  7IN  BLUNT 
1.626IN  CUT 

EA 

2 

0 

0.32 

0.20 

$15.12 

0.00 

0.00 

$0.00 

D 

6515003640520 

SCISSOR  GEN  SURG  MAYO  CRV 

EA 

2 

0 

0.20 

0.20 

$16.32 

0.00 

0.00 

$0.00 

Note.  A=quantity  unchanged;  B=quantity  increase;  quantity  decrease;  D=delete;  E=add,  deleted  replacement  item;  F=add,  new  item 


FFMAX  Materiel  Solutions 


A-25 


Status 

NSN 

Supply  description 

UI 

AS- 

917P 

qty 

ESP 

qty 

AS-917P 

wt 

AS-917P 

cube 

AS-917P 

cost 

ESP  wt 

ESP 

cube 

ESP  cost 

BLADE  6.50-7IN  BLNT 

D 

6515003640520 

SCISSOR  GEN  SURG  MAYO  CRV 

BLADE  6.50-7IN  BLNT 

EA 

2 

0 

0.40 

0.40 

$32.64 

0.00 

0.00 

$0.00 

D 

6515010604280 

SCISSOR  GEN  SURG  METZENBAUM 
5.75IN  CRVD  BL 

EA 

1 

0 

0.20 

0.10 

$19.49 

0.00 

0.00 

$0.00 

D 

6515011654991 

SCISSOR  GEN  SURG  METZENBAUM 

7 IN  FINE  TIP  CURV 

EA 

1 

0 

0.20 

0.20 

$6.60 

0.00 

0.00 

$0.00 

A 

6515003644600 

SCISSOR  IRIS  CRVD  BLADE  41N  SHARP 
POINTS 

EA 

14 

14 

0.98 

0.04 

$156.66 

0.98 

0.04 

$156.66 

A 

6515006198305 

SCISSOR  IRIS  CRVD  BLADE  4.87IN 
SHARP 

EA 

1 

1 

0.12 

0.01 

$87.73 

0.12 

0.01 

$87.73 

D 

6515003644800 

SCISSOR  IRIS  STRAIGHT  4IN  FINGER 
RING 

EA 

3 

0 

0.36 

0.30 

$124.65 

0.00 

0.00 

$0.00 

A 

6515011621695 

SCISSOR  METZENBAUMN  DISSECTING 
CURVED  5  1/2IN 

EA 

1 

1 

0.01 

0.00 

$22.24 

0.01 

0.00 

$22.24 

A 

6515011134631 

SCISSOR  NASAL  COTTLE-MACKENTY 

EA 

1 

1 

0.13 

0.02 

$108.98 

0.13 

0.02 

$108.98 

D 

6520005551150 

SCISSOR  ORAL  SURGICAL  DEAN  TY  II 
SHARP 

EA 

1 

0 

0.17 

0.01 

$41.67 

0.00 

0.00 

$0.00 

A 

6515003655200 

SCISSOR  STRABISMUS  4IN  STRAIGHT 

EA 

1 

1 

0.07 

0.00 

$16.83 

0.07 

0.00 

$16.83 

Note.  A=quantity  unchanged;  B=quantity  increase;  quantity  decrease;  D=delete;  E=add,  deleted  replacement  item;  F=add,  new  item 


FFMAX  Materiel  Solutions 


A-26 


Status 

NSN 

Supply  description 

UI 

AS- 

917P 

qty 

ESP 

qty 

AS-917P 

wt 

AS-917P 

cube 

AS-917P 

cost 

ESP  wt 

ESP 

cube 

ESP  cost 

BLADE 

A 

6515011151733 

SCISSOR  STRABISMUS  STRABIMUS 
DESIGN  4.20IN 

EA 

l 

l 

0.01 

0.00 

$56.16 

0.01 

0.00 

$56.16 

A 

6515011398873 

SCISSOR  SUTURE  1 1 1MM  FINE 
STRAIGHT  STITCH 

EA 

l 

l 

0.13 

0.01 

$151.00 

0.13 

0.01 

$151.00 

A 

6515011265041 

SCISSOR  SUTURE  WESTCOTT  DESIGN 
122MM 

EA 

l 

l 

0.08 

0.01 

$164.94 

0.08 

0.01 

$164.94 

A 

6515003656200 

SCISSOR  TENOT  STEVENS  4-4.50IN 

CRVD  BLD  BNT  P 

EA 

5 

5 

0.30 

0.01 

$276.45 

0.30 

0.01 

$276.45 

D 

6515003656300 

SCISSOR  TENOT  STEVENS  4-4.5IN  STR 
BLD  BLT  PT 

EA 

1 

0 

0.20 

0.20 

$18.00 

0.00 

0.00 

$0.00 

A 

6515011145484 

SCISSOR  WIRE  CUT  PAPARELLA  ANG 

10  CM 

EA 

10 

10 

0.10 

0.01 

$78.50 

0.10 

0.01 

$78.50 

D 

6515011511822 

SCISSOR  WIRE  CUT  SURG  4.75IN 

SHORT  ANG 

EA 

1 

0 

0.20 

0.10 

$44.15 

0.00 

0.00 

$0.00 

D 

7520001626178 

SHARPENER  PENCIL  MACH 

EA 

1 

0 

0.10 

0.00 

$11.09 

0.00 

0.00 

$0.00 

A 

6515014968674 

SHIELD  DRILL  CRS  FOR  STRYKER 

100K  IMPACT  DRIL 

EA 

2 

2 

0.30 

0.24 

$170.00 

0.30 

0.24 

$170.00 

D 

6532013007622 

SHIRT  OPER  SURG  MENS  SZ  42-44  12S 

PG 

1 

0 

5.00 

0.42 

$51.91 

0.00 

0.00 

$0.00 

Note.  A=quantity  unchanged;  B=quantity  increase;  quantity  decrease;  D=delete;  E=add,  deleted  replacement  item;  F=add,  new  item 


FFMAX  Materiel  Solutions 


A-27 


Status 

NSN 

Supply  description 

UI 

AS- 

917P 

qty 

ESP 

qty 

AS-917P 

wt 

AS-917P 

cube 

AS-917P 

cost 

ESP  wt 

ESP 

cube 

ESP  cost 

D 

6520014565380 

SINK  FIELD  19X19X15"  115/230V  50/60 

HZ  AC 

EA 

l 

0 

45.00 

3.13 

$4,602.00 

0.00 

0.00 

$0.00 

A 

6520005568000 

SPATULA  DENTAL  CRES  FLAT  SZ  324 
6.875-7. 125IN 

EA 

6 

6 

0.48 

0.04 

$106.44 

0.48 

0.04 

$106.44 

D 

6540013951575 

SPECTACLES  PROTECT  UNIV  SZ 

CLEAR 

EA 

11 

0 

4.40 

0.02 

$48.18 

0.00 

0.00 

$0.00 

A 

6515014581830 

SPECULUM  NASAL  KILLIAN  DESIGN 
CRS  X-LARGE  BLA 

EA 

1 

1 

0.55 

0.12 

$193.26 

0.55 

0.12 

$193.26 

A 

6515003699100 

SPECULUM  NASAL  VIENNA  5.751N 
SOLID  NONSELF- 

EA 

1 

1 

0.39 

0.04 

$32.33 

0.39 

0.04 

$32.33 

A 

6515011132629 

SPECULUM  SEPTUM  COTTLE  DESIGN 
WITH  THIN  MODIF 

EA 

2 

2 

0.02 

0.00 

$129.02 

0.02 

0.00 

$129.02 

D 

6515010394884 

SPHYGMOMANOMETER  ANEROID 
300MM 

EA 

1 

0 

0.96 

0.10 

$15.75 

0.00 

0.00 

$0.00 

A 

6520013525553 

SPLINT  ARCH  WIRE  BAR  DENT 

ERICH  13 CM  5 IN  12S 

PG 

2 

2 

1.10 

0.20 

$116.00 

1.10 

0.20 

$116.00 

A 

6520001389980 

SPLINT  JAW  900MM  4  HOOKS/IN  ACID 
RESIST 

EA 

4 

4 

0.16 

0.01 

$125.04 

0.16 

0.01 

$125.04 

D 

6520008901386 

SPREADER  GUTTA-PERCHA  DENTAL 
SIZE  3  CRS 

EA 

2 

0 

0.20 

0.20 

$16.50 

0.00 

0.00 

$0.00 

Note.  A=quantity  unchanged;  B=quantity  increase;  quantity  decrease;  D=delete;  E=add,  deleted  replacement  item;  F=add,  new  item 


FFMAX  Materiel  Solutions 


A-28 


Status 

NSN 

Supply  description 

UI 

AS- 

917P 

qty 

ESP 

qty 

AS-917P 

wt 

AS-917P 

cube 

AS-917P 

cost 

ESP  wt 

ESP 

cube 

ESP  cost 

D 

6530005518681 

STAND  SURG  INSTRUMENT  FIELD  OD 

EA 

2 

0 

34.00 

3.50 

$357.70 

0.00 

0.00 

$0.00 

D 

7520001396170 

STAPLER  PAPER  FASTENING  OFFICE 
DESK  STAPLES 

EA 

1 

0 

0.10 

0.01 

$6.42 

0.00 

0.00 

$0.00 

A 

6515013730803 

STAPLER  SURG  35  UNITS  CAP  35W  CRS 
DISP  6S 

PG 

1 

1 

2.00 

0.24 

$416.00 

2.00 

0.24 

$416.00 

D 

6515013146694 

STETHOSCOPE  LITTMAN  CLASSIC  II 
28IN 

EA 

1 

0 

0.86 

0.25 

$49.41 

0.00 

0.00 

$0.00 

E 

6520014565406 

STOOL 

EA 

0 

1 

0.00 

0.00 

$0.00 

60.00 

7.40 

$3,167.72 

D 

6520012650108 

STOOL  DENTAL  OPERATING  CHAIR 
ALUM  19.5/26IN 

EA 

2 

0 

68.00 

17.80 

$621.30 

0.00 

0.00 

$0.00 

A 

6515014355350 

SUCTION  APPARATUS 
OROPHARN/TRACH  PORT 

EA 

1 

1 

14.00 

0.70 

$790.79 

14.00 

0.70 

$790.79 

D 

6520015602615 

SYRINGE  DENTAL  IMPRES&IRRIGAT 
CURVE  12CC  50S 

PG 

10 

0 

7.50 

1.00 

$280.40 

0.00 

0.00 

$0.00 

D 

6530007093975 

TABLE  SURG  INSTR  &  DRESS 
33X30X18IN 

EA 

1 

0 

33.00 

1.71 

$1,046.00 

0.00 

0.00 

$0.00 

D 

6515015257595 

THERMOMETER  CLIN  HUMAN  ELECT 
DIG  W/WALL  MOUNT 

EA 

1 

0 

0.21 

0.11 

$311.11 

0.00 

0.00 

$0.00 

D 

6520005013530 

TIP  DENTAL  SUCT  APPARATUS 

EA 

18 

0 

0.72 

0.05 

$462.06 

0.00 

0.00 

$0.00 

Note.  A=quantity  unchanged;  B=quantity  increase;  quantity  decrease;  D=delete;  E=add,  deleted  replacement  item;  F=add,  new  item 


FFMAX  Materiel  Solutions 


A-29 


Status 

NSN 

Supply  description 

UI 

AS- 

917P 

qty 

ESP 

qty 

AS-917P 

vvt 

AS-917P 

cube 

AS-917P 

cost 

ESP  vvt 

ESP 

cube 

ESP  cost 

COUPLAND  SZ4 

D 

6520005013525 

TIP  DENTAL  SUCTION  APPARATUS 
COUPLAND  NO  2 

EA 

15 

0 

1.50 

1.50 

$367.05 

0.00 

0.00 

$0.00 

D 

6515011467794 

TOURNIQUET  NONPNEUMATIC  BLD 
COLL  IX MIN 

EA 

3 

0 

0.03 

0.00 

$11.94 

0.00 

0.00 

$0.00 

D 

7210002999610 

TOWEL  HAND  COTTON  GRN/GRAY 
NONDISP  36X17IN 

EA 

29 

0 

6.96 

0.29 

$36.54 

0.00 

0.00 

$0.00 

A 

6515NCM060084 

TPS-CORE  FOOTSWITCH, 
BIODIRECTIONAL 

EA 

1 

1 

5.00 

1.00 

$1,083.53 

5.00 

1.00 

$1,083.53 

D 

6515014990613 

TRAY  CLAMP-ON  APPROX  4INX6IN 

FOR  MINIMAX  LIG 

EA 

2 

0 

0.96 

0.50 

$400.00 

0.00 

0.00 

$0.00 

D 

6530007939570 

TRAY  INSTRUMENT  19X12X.75IN 

STEEL 

EA 

10 

0 

32.50 

1.50 

$285.50 

0.00 

0.00 

$0.00 

D 

7240007883953 

WASTE  RECEPTACLE  STEP-ON  TYPE 
METAL  3  GAL 

EA 

3 

0 

36.00 

6.00 

$346.20 

0.00 

0.00 

$0.00 

A 

6515014981579 

WIRE  BONE  STRYKER  4X  .062IN 
NONSTER  TROCAR  6S 

PG 

10 

10 

1.00 

1.00 

$360.00 

1.00 

1.00 

$360.00 

A 

6515014981574 

WIRE  BONE  STRYKER  6X  .045IN 
NONSTER  TROCAR  6S 

PG 

10 

10 

1.00 

1.00 

$360.00 

1.00 

1.00 

$360.00 

A 

6515014994057 

WIRE  CUTTER  SMITH  STYLE  CRS 

6.125IN  O/A  STR 

EA 

6 

6 

0.66 

0.60 

$1,056.00 

0.66 

0.60 

$1,056.00 

Note.  A=quantity  unchanged;  B=quantity  increase;  quantity  decrease;  D=delete;  E=add,  deleted  replacement  item;  F=add,  new  item 


FFMAX  Materiel  Solutions 


A-30 


Status 

NSN 

Supply  description 

UI 

AS- 

917P 

qty 

ESP 

qty 

AS-917P 

wt 

AS-917P 

cube 

AS-917P 

cost 

ESP  wt 

ESP 

cube 

ESP  cost 

A 

6520011649377 

WIRE  TWISTER  DENTAL  BLUNT  7IN 
LONG 

EA 

10 

10 

1.90 

0.10 

$1,471.30 

1.90 

0.10 

$1,471.30 

Medicine 

D 

6505009857301 

ACETAMINOPHEN  TAB  0.325GM  1000S 

BT 

3 

0 

2.76 

0.30 

$21.90 

0.00 

0.00 

$0.00 

D 

6505011166013 

AMOXICILLIN  CAPSULES  250MG  500S 

BT 

1 

0 

0.06 

0.03 

$14.08 

0.00 

0.00 

$0.00 

D 

6505014542526 

BACITRACIN  ZINC  OINT  500UNIT/GM 
14.2GM  1/2  OZ 

TU 

20 

0 

11.00 

2.40 

$17.00 

0.00 

0.00 

$0.00 

D 

6505011893973 

BUPIVACAINE&EPINEPHRINE  INJ 

1.8ML  CART  50/CAN 

CN 

1 

0 

0.74 

0.10 

$36.43 

0.00 

0.00 

$0.00 

D 

6505001594892 

CLINDAMYCIN  HYDROCH  CAP  150MG 
100S 

BT 

2 

0 

1.50 

0.30 

$62.04 

0.00 

0.00 

$0.00 

D 

6505014926420 

DEXAMETHASONE  SODIUM  4MG/ML 
5ML  VI  25  S 

PG 

1 

0 

0.25 

0.35 

$31.62 

0.00 

0.00 

$0.00 

D 

6505013306252 

DEXTROSE  INJ  5%  1000ML  BAG  12S 

PG 

1 

0 

5.85 

0.11 

$12.96 

0.00 

0.00 

$0.00 

D 

6505015053476 

DIAZEPAM  INJ  5MG/ML  2  ML  10S 

PG 

1 

0 

0.20 

0.10 

$19.85 

0.00 

0.00 

$0.00 

D 

6505006041223 

ERYTHROMYCIN  TAB  250MG  100S 

BT 

1 

0 

0.7 

0.019 

3.83 

0.00 

0.00 

$0.00 

D 

6505014611017 

EUGENOL  USP  BOTTLE  40Z 

BT 

1 

0 

0.5 

0.01 

13.19 

0.00 

0.00 

$0.00 

D 

6505010104170 

FENTANYL  CITRATE  INJ  USP  .05MG 
EQUIV  INTRAVENOUS  2ML  AMPUL 

PG 

10 

0 

0.31 

0.01 

$4.07 

0.00 

0.00 

$0.00 

Note.  A=quantity  unchanged;  B=quantity  increase;  quantity  decrease;  D=delete;  E=add,  deleted  replacement  item;  F=add,  new  item 


FFMAX  Materiel  Solutions 


A-31 


Status 

NSN 

Supply  description 

UI 

AS- 

917P 

qty 

ESP 

qty 

AS-917P 

wt 

AS-917P 

cube 

AS-917P 

cost 

ESP  wt 

ESP 

cube 

ESP  cost 

10S 

D 

6505009262095 

HYDROCORTISONE  CREAM  1%  1  OZ 
(28.35  GM) 

TU 

48 

0 

4.80 

4.80 

$220.32 

0.00 

0.00 

$0.00 

D 

6505015762767 

LIDOCAINE  HYDROCHLOCHLORIDE 

2%  AND  EPINEPHRINE  INJ  .002%  1.7ML 
CART  50S 

PG 

4 

0 

6.00 

0.40 

$59.08 

0.00 

0.00 

$0.00 

D 

6505000797867 

NALOXONE  HCL  INJ  .4MG/ML  1ML 

AMP  10S 

BX 

1 

0 

0.12 

0.05 

4.85 

0.00 

0.00 

$0.00 

C 

6505014459244 

PENICILLIN  G  POTASSIUM  INJ  5000  10S 

PG 

2 

12 

0.24 

1.10 

$24.64 

1.44 

6.60 

$147.84 

D 

6505014623025 

RINGER'S  INJ  LACTATED  1000ML  14S 

PG 

2 

0 

59.68 

6.00 

$47.38 

0.00 

0.00 

$0.00 

D 

6505002999672 

SILVER  NITRATE  APPLICATORS  6 

INCH  100S 

CO 

1 

0 

0.13 

0.15 

$19.28 

0.00 

0.00 

$0.00 

Consumable 

C 

6515015003910 

ADAPTER  SUCT  TUBING  10FT  FEMALE 
.25INID  50S 

PG 

2 

2 

1.10 

0.03 

$101.48 

1.10 

0.03 

$101.48 

C 

6520010941970 

BAND  LIGATURE  DENT  RUBBER 

LG/SM  48S 

PG 

4 

1 

0.12 

0.00 

$70.80 

0.03 

0.00 

$17.70 

D 

6510005977469 

BANDAGE  ADH.75X3IN  STER  DRESS 

100S 

PG 

3 

0 

0.78 

0.06 

$15.45 

0.00 

0.00 

$0.00 

D 

6510005977469 

BANDAGE  ADH.75X3IN  STER  DRESS 

PG 

3 

0 

1.04 

0.08 

$20.60 

0.00 

0.00 

$0.00 

Note.  A=quantity  unchanged;  B=quantity  increase;  quantity  decrease;  D=delete;  E=add,  deleted  replacement  item;  F=add,  new  item 


FFMAX  Materiel  Solutions 


A-32 


Status 

NSN 

Supply  description 

UI 

AS- 

917P 

qty 

ESP 

qty 

AS-917P 

wt 

AS-917P 

cube 

AS-917P 

cost 

ESP  wt 

ESP 

cube 

ESP  cost 

100S 

D 

6510001055807 

BANDAGE  ELASTIC  COBAN  FLESH  3IN 

X  5YD  24S 

PG 

4 

0 

27.76 

0.52 

$292.04 

0.00 

0.00 

$0.00 

D 

6510000583047 

BANDAGE  GAUZE  6-PLY  ROLLED 
4YDX4.5IN  100S 

PG 

2 

0 

10.00 

4.00 

$355.90 

0.00 

0.00 

$0.00 

D 

6515010095293 

BLADE  SURG  KNIFE  DETACHABLE  #15 
150S 

PG 

1 

0 

0.75 

0.10 

$37.47 

0.00 

0.00 

$0.00 

D 

6515014706740 

CANNULA  NASAL  OXY  PLAS.250  IN  I/S 
DIA  84IN  LG  ADULT  LARIAT  50S 

PG 

1 

0 

5.60 

0.70 

$27.53 

0.00 

0.00 

$0.00 

D 

6515004588411 

CATH  &  CONN  SUCT  TRACH  14FR  50S 

PG 

1 

0 

3.55 

0.62 

$72.35 

0.00 

0.00 

$0.00 

D 

6515011458119 

CATH  &  NDL  IV  18GAX2IN  RADPQ 

200S 

PG 

1 

0 

3.00 

0.34 

$231.52 

0.00 

0.00 

$0.00 

D 

6515013380165 

CATH  &  NDL  IV  20GAX1IN  W/NDL 
GUARD  200S 

PG 

1 

0 

1.00 

0.40 

$399.67 

0.00 

0.00 

$0.00 

D 

6515015210043 

CATH  IV  SAFETY  SHLD  ANGIOCATH 
22GAGE  200S 

PG 

1 

0 

0.30 

0.40 

$550.00 

0.00 

0.00 

$0.00 

D 

7510001614292 

CLIP  PAPER  GEM  STEEL  LG  1000S 

BX 

2 

0 

3.00 

0.09 

$4.74 

0.00 

0.00 

$0.00 

D 

6510014537267 

COLLAGEN  HEMOSTATIC  ABS  1GM  6S 

PG 

3 

0 

3.00 

3.00 

$2,113.35 

0.00 

0.00 

$0.00 

D 

6530011732269 

CONTAINER  SHARPS  AUTOCLAV  2GL 
20S 

PG 

1 

0 

0.01 

0.00 

$112.41 

0.00 

0.00 

$0.00 

Note.  A=quantity  unchanged;  B=quantity  increase;  quantity  decrease;  D=delete;  E=add,  deleted  replacement  item;  F=add,  new  item 


FFMAX  Materiel  Solutions 


A-33 


Status 

NSN 

Supply  description 

UI 

AS- 

917P 

qty 

ESP 

qty 

AS-917P 

wt 

AS-917P 

cube 

AS-917P 

cost 

ESP  wt 

ESP 

cube 

ESP  cost 

D 

7350006414591 

CUP  PAPER  10  OZ  2400S 

PG 

l 

0 

15.00 

2.00 

$109.56 

0.00 

0.00 

$0.00 

D 

6530008377472 

CUP  SPECIMEN  PLAS  DISP  4.50Z  100S 

PG 

10 

0 

69.10 

20.00 

$110.30 

0.00 

0.00 

$0.00 

D 

6520002998284 

DENTAL  ARCH  WIRE  SPLINT  SET 

SE 

l 

0 

1.63 

0.21 

$250.68 

0.00 

0.00 

$0.00 

D 

6515013055120 

DEPRESSOR  TONGUE  6X.75X.06 
PARALLEL  EDGE  100S 

PG 

l 

0 

0.84 

0.60 

$2.75 

0.00 

0.00 

$0.00 

D 

6515003245500 

DEPRESSOR  TONGUE  6X0.75X0.062IN 
STRAIGHT  100S 

PG 

10 

0 

6.67 

1.00 

$30.80 

0.00 

0.00 

$0.00 

D 

6505010453255 

DETERGENT  SURG  4%  CHLORHEX 
GLUCONATE  320Z 

BT 

12 

0 

30.72 

9.00 

$190.80 

0.00 

0.00 

$0.00 

D 

6515013414524 

DRAINAGE  KIT  CLOSED  SUCTION 
JACKSON-PRATT  5S 

PG 

4 

0 

1.24 

2.40 

$246.60 

0.00 

0.00 

$0.00 

D 

6510012474972 

DRESSING  OCCLUSIVE  ADH 

CLEAR  1 2X 1 0CM  20S 

PG 

2 

0 

1.20 

0.00 

$73.40 

0.00 

0.00 

$0.00 

D 

6530011638067 

ENVELOPE  STERILIZATION  10X2.5IN 
SGL  WALL  800S 

PG 

1 

0 

1.02 

0.13 

$75.45 

0.00 

0.00 

$0.00 

D 

6510010037697 

GAUZE  ABS  IODO  IMPREG  .25  INX  5 

YDS  12S 

PG 

1 

0 

0.80 

1.00 

$29.01 

0.00 

0.00 

$0.00 

D 

6515015199172 

GLOVE  PATIENT  EXAM  M  NON  STER 
PWD  FREE  100S 

PG 

10 

0 

10.00 

1.25 

$69.90 

0.00 

0.00 

$0.00 

D 

6515015199161 

GLOVE  PATIENT  EXAM  NON  STER 

PG 

10 

0 

10.00 

1.25 

$69.90 

0.00 

0.00 

$0.00 

Note.  A=quantity  unchanged;  B=quantity  increase;  quantity  decrease;  D=delete;  E=add,  deleted  replacement  item;  F=add,  new  item 


FFMAX  Materiel  Solutions 


A-34 


Status 

NSN 

Supply  description 

UI 

AS- 

917P 

qty 

ESP 

qty 

AS-917P 

wt 

AS-917P 

cube 

AS-917P 

cost 

ESP  wt 

ESP 

cube 

ESP  cost 

PWD  FREEL  100S 

D 

6515015196348 

GLOVE  SURG  LATEX  PWDRFREE  SZ 

7.5  GAUNT  50S 

PG 

4 

0 

20.00 

0.50 

$569.96 

0.00 

0.00 

$0.00 

D 

6515015196348 

GLOVE  SURG  LATEX  PWDRFREE  SZ 

7.5  GAUNT  50S 

PG 

4 

0 

10.00 

0.25 

$284.98 

0.00 

0.00 

$0.00 

C 

6515015196337 

GLOVE  SURGEON  LATEX  &  POWDER 
FREE  7  STER  200S 

PG 

1 

1 

5.00 

0.13 

$569.52 

5.00 

0.13 

$569.52 

D 

6515015196347 

GLOVE  SURGEON  LATEX  &  POWDER 
FREE  8  STER  50S 

PG 

8 

0 

40.00 

1.00 

$1,139.92 

0.00 

0.00 

$0.00 

D 

6515015196347 

GLOVE  SURGEON  LATEX  &  POWDER 
FREE  8  STER  50S 

PG 

8 

0 

10.00 

0.25 

$284.98 

0.00 

0.00 

$0.00 

D 

6532013795306 

GOWN  OPERATING  SURGICAL  X- 
LARGE  ULTRA  STD  30S 

PG 

5 

0 

12.50 

2.50 

$554.35 

0.00 

0.00 

$0.00 

D 

6520005633150 

IMPRESSION  TRAY  DENT  UPPER  LRG 
DENTULOUS 

EA 

1 

0 

0.13 

0.01 

$7.83 

0.00 

0.00 

$0.00 

D 

6520005633150 

IMPRESSION  TRAY  DENT  UPPER  LRG 
DENTULOUS 

EA 

1 

0 

0.00 

0.00 

$0.00 

0.00 

0.00 

$0.00 

D 

6520005632650 

IMPRESSION  TRAY  DENT  UPPER  MED 
DENTULOUS 

EA 

1 

0 

0.17 

0.01 

$9.04 

0.00 

0.00 

$0.00 

D 

6520005633650 

IMPRESSION  TRAY  DENT  UPPER  SM 

EA 

1 

0 

0.20 

0.03 

$9.04 

0.00 

0.00 

$0.00 

Note.  A=quantity  unchanged;  B=quantity  increase;  quantity  decrease;  D=delete;  E=add,  deleted  replacement  item;  F=add,  new  item 


FFMAX  Materiel  Solutions 


A-35 


Status 

NSN 

Supply  description 

UI 

AS- 

917P 

qty 

ESP 

qty 

AS-917P 

wt 

AS-917P 

cube 

AS-917P 

cost 

ESP  wt 

ESP 

cube 

ESP  cost 

DENTULOUS 

D 

6515015407674 

INTRAVENOUS  INJ  SET  20S 

PG 

l 

0 

0.06 

0.08 

$120.00 

0.00 

0.00 

$0.00 

D 

6520008902080 

KIT  PATIENT  PREV  DENTISTRY  KIT 
ADLT  20S 

PG 

l 

0 

6.00 

0.30 

$40.23 

0.00 

0.00 

$0.00 

D 

6515009827493 

MASK  SURG  NONSTER  NONWOVEN 
FABRIC  50S 

PG 

l 

0 

0.60 

1.00 

$10.02 

0.00 

0.00 

$0.00 

C 

6515009154141 

MASK  TRACH  COLLAR  SHAPED  ADLT 
AIRLIFE  50S 

PG 

l 

1 

2.00 

0.70 

$64.25 

2.00 

0.70 

$64.25 

D 

6520009354135 

MIRROR  MOUTH  EXAMING  PLASTIC 
GLASS  DISP  72S 

BX 

10 

0 

8.60 

4.40 

$251.30 

0.00 

0.00 

$0.00 

D 

6515007542834 

NEEDLE  HYPO  18GAX1.5IN  LUER 

LOCK  100S 

PG 

3 

0 

1.98 

0.30 

$33.81 

0.00 

0.00 

$0.00 

D 

6515001817412 

NEEDLE  HYPO  DENTAL  27GAX1.125- 
1.50IN  100S 

PG 

2 

0 

1.50 

0.20 

$24.66 

0.00 

0.00 

$0.00 

D 

7530002237939 

NOTEBOOK  STENOGRAPHER'S  6X9  IN 
12S 

PG 

4 

0 

21.74 

0.62 

$54.44 

0.00 

0.00 

$0.00 

D 

6510007863736 

PAD  ISOPROPYL  ALCOHOL 
IMPREGNATED  WHITE  200S 

PG 

4 

0 

4.00 

0.40 

$11.60 

0.00 

0.00 

$0.00 

D 

7520009357135 

PEN  BALL-POINT  BLACK  FINE  12S 

DZ 

2 

0 

1.50 

0.03 

$10.50 

0.00 

0.00 

$0.00 

Note.  A=quantity  unchanged;  B=quantity  increase;  quantity  decrease;  D=delete;  E=add,  deleted  replacement  item;  F=add,  new  item 


FFMAX  Materiel  Solutions 


A-36 


Status 

NSN 

Supply  description 

UI 

AS- 

917P 

qty 

ESP 

qty 

AS-917P 

vvt 

AS-917P 

cube 

AS-917P 

cost 

ESP  vvt 

ESP 

cube 

ESP  cost 

D 

7510002815234 

PENCIL  NON1NDELIBLE  GRAPHITE 
LEAD  NO. 2  12S 

DZ 

2 

0 

0.20 

0.00 

$2.78 

0.00 

0.00 

$0.00 

D 

8315007877000 

PIN  SAFETY  BRASS  NICKEL  2IN  LG  SZ 

3  720S 

BX 

1 

0 

0.19 

0.01 

$24.70 

0.00 

0.00 

$0.00 

C 

6520002037235 

PLASTER  DENTAL  MODEL  8-12 

MINUTES  SET  TIME  1250  PSI  WHITE 

35LB 

PG 

1 

1 

35.00 

1.00 

$22.43 

35.00 

1.00 

$22.43 

D 

6520010610664 

RESIN  ACRYLIC  DENTAL  SPLINT 
FABRICATING  MATERIAL  CLEAR 

KT 

2 

0 

4.00 

0.20 

$104.32 

0.00 

0.00 

$0.00 

C 

6515014467772 

SCREW  BONE  CARROLL-GIRARD 

9.9CM  X  3.75IN  TITA 

EA 

3 

11 

0.30 

0.30 

$251.22 

1.10 

1.10 

$921.14 

C 

6515014572141 

SPLINT  EXTERN  NASAL  SGL  L 

LIGHT  WGHT  ALM  5S 

PG 

3 

3 

1.50 

0.03 

$300.72 

1.50 

0.03 

$300.72 

C 

6515014572159 

SPLINT  EXTERN  NASAL  SGL  M 

LIGHT  WGT  ALM  5S 

PG 

3 

3 

1.50 

0.03 

$300.72 

1.50 

0.03 

$300.72 

C 

6515014572150 

SPLINT  EXTERNAL  NAS  SINGLE  S 

LIGHT  WGT  ALM  5S 

PG 

3 

3 

1.50 

0.03 

$300.72 

1.50 

0.03 

$300.72 

D 

6510007219808 

SPONGE  SURG  CELL&COT&GAUZE 
4X4IN  STER  1200S 

PG 

1 

0 

13 

2.6263 

81.29 

0.00 

0.00 

$0.00 

D 

6510007822698 

SPONGE  SURG  GAUZ  ABS  WHITE 

PG 

5 

0 

10.00 

5.00 

$32.80 

0.00 

0.00 

$0.00 

Note.  A=quantity  unchanged;  B=quantity  increase;  quantity  decrease;  D=delete;  E=add,  deleted  replacement  item;  F=add,  new  item 


FFMAX  Materiel  Solutions 


A-37 


Status 

NSN 

Supply  description 

UI 

AS- 

917P 

qty 

ESP 

qty 

AS-917P 

wt 

AS-917P 

cube 

AS-917P 

cost 

ESP  wt 

ESP 

cube 

ESP  cost 

4X41N  8-PLY  200S 

D 

6510007822698 

SPONGE  SURG  GAUZ  ABS  WHITE 

4X4IN  8-PLY  200S 

PG 

5 

0 

4.00 

2.00 

$13.12 

0.00 

0.00 

$0.00 

D 

6510011518145 

SPONGE  SURG  GAUZE  4X8IN  STER 

PEEL  OPEN  1000S 

PG 

2 

0 

38 

6.6 

334.84 

0.00 

0.00 

$0.00 

C 

6510013285191 

SPONGE  SURG  NASAL  STER  1ND1V 
SEALED  10S 

PG 

1 

2 

0.20 

0.01 

$41.11 

0.40 

0.02 

$82.22 

D 

7510002729662 

STAPLES  PAPER  FASTENING  OFFICE 
TYPE  5000S 

BX 

1 

0 

0.43 

0.02 

$0.80 

0.00 

0.00 

$0.00 

D 

6532012154141 

SURGICAL  PACK  GOWN  &  TOWEL  LG 
30S 

PG 

3 

0 

45.00 

0.08 

$206.70 

0.00 

0.00 

$0.00 

D 

6515012334343 

SUTURE  ABS  2-0  27IN  CUTIC  NDL  X-l 
VICRYL  36S 

DZ 

10 

0 

2.50 

0.14 

$151.00 

0.00 

0.00 

$0.00 

D 

6515011398404 

SUTURE  ABS  2-0  36IN  SGL  ARM  1/2  CIR 
NDL36S 

DZ 

9 

0 

0.09 

0.01 

$144.72 

0.00 

0.00 

$0.00 

D 

6515009019010 

SUTURE  ABS  3-0  18IN  .280MM  36S 

PG 

2 

0 

0.84 

0.08 

$104.42 

0.00 

0.00 

$0.00 

D 

6515011248562 

SUTURE  ABS  3-0  27IN  SURG  NDL  PS-2 
GUT  36S 

DZ 

10 

0 

5.00 

0.37 

$304.00 

0.00 

0.00 

$0.00 

D 

6515011535724 

SUTURE  ABS  3-0  36IN  ARMED  CUTIC 

DZ 

10 

0 

4.30 

0.41 

$151.00 

0.00 

0.00 

$0.00 

Note.  A=quantity  unchanged;  B=quantity  increase;  quantity  decrease;  D=delete;  E=add,  deleted  replacement  item;  F=add,  new  item 


FFMAX  Materiel  Solutions 


A-38 


Status 

NSN 

Supply  description 

UI 

AS- 

917P 

qty 

ESP 

qty 

AS-917P 

wt 

AS-917P 

cube 

AS-917P 

cost 

ESP  wt 

ESP 

cube 

ESP  cost 

VICRYL  36S 

D 

6515012578437 

SUTURE  ABS  4-0  18IN  CUTIC  NDL  FS-2 
VICRYL  36S 

DZ 

10 

0 

5.00 

0.49 

$188.70 

0.00 

0.00 

$0.00 

C 

6515012841703 

SUTURE  ABS  4-0  18IN  CUTIC  SGL  ARM 
1GUT  36S 

DZ 

l 

l 

0.48 

0.06 

$17.32 

0.48 

0.06 

$17.32 

D 

6515004216936 

SUTURE  ABS  4-0  27IN  SURG  CIR  GUT 
NAT  12S 

DZ 

12 

0 

2.88 

0.23 

$571.68 

0.00 

0.00 

$0.00 

C 

6515011693130 

SUTURE  ABS  5-0  18IN  ATRALOC  NDL 
COAT  VICRYL  1 

DZ 

3 

4 

0.75 

0.17 

$123.54 

1.00 

0.22 

$164.72 

C 

6515013427911 

SUTURE  ABS  5-0  18IN  SURG  STRND 

NDL  PC-1  12S 

DZ 

2 

4 

0.02 

0.00 

$165.68 

0.04 

0.00 

$331.36 

C 

6515012594276 

SUTURE  ABS  6-0  18IN  NDL  PC-1  FAST 
GUT  NAT  12S 

DZ 

6 

7 

1.56 

0.10 

$172.20 

1.82 

0.11 

$200.90 

D 

6515007639605 

SUTURE  NONAB  SURG4-0  UNARSLK 
BRBLK2.5FT36S 

PG 

1 

0 

0.31 

0.20 

$114.54 

0.00 

0.00 

$0.00 

D 

6515012601128 

SUTURE  NONABS  1-0  18IN  BONE 

NO/NDL  MONO  N/STE 

PG 

2 

0 

0.52 

0.03 

$143.46 

0.00 

0.00 

$0.00 

D 

6515012533808 

SUTURE  NONABS  2-0  18IN  BONE 

UNARM  MONO  12S 

DZ 

2 

0 

0.5 

0.028 

93.5 

0.00 

0.00 

$0.00 

Note.  A=quantity  unchanged;  B=quantity  increase;  quantity  decrease;  D=delete;  E=add,  deleted  replacement  item;  F=add,  new  item 


FFMAX  Materiel  Solutions 


A-39 


Status 

NSN 

Supply  description 

UI 

AS- 

917P 

qty 

ESP 

qty 

AS-917P 

wt 

AS-917P 

cube 

AS-917P 

cost 

ESP  wt 

ESP 

cube 

ESP  cost 

D 

6515008388946 

SUTURE  NONABS  3-0  1.5FT  SLK  1/2  CIR 
BLK36S 

PG 

2 

0 

0.72 

0.08 

$164.08 

0.00 

0.00 

$0.00 

D 

6515011534997 

SUTURE  NONABS  5-0  18IN  PLAS  SURG 
ARM  NYL  12S 

DZ 

8 

0 

6.96 

0.44 

$197.04 

0.00 

0.00 

$0.00 

D 

6515012127418 

SUTURE  NONABS  5-0  181N  SURG  SGL 
NDL  MONO  36S 

PG 

3 

0 

1.08 

0.12 

$385.41 

0.00 

0.00 

$0.00 

D 

6515012574646 

SUTURE  NONABS  6-0  18IN  PLAS  SURG 
ARM  MONO  12S 

DZ 

5 

0 

1.00 

0.06 

$146.70 

0.00 

0.00 

$0.00 

F 

6515012259232 

SUTURE  NONABS  PLAS  SURG  SZ  4-0 

181N  NDL  P-3  BLUE  12S 

PG 

0 

10 

0.00 

0.00 

$0.00 

4.80 

1.00 

$829.40 

F 

6515010272072 

SUTURE  NONABS  REG  SURG  SZ  5-0 

18IN  NDL  P-3  BLUE  MONO  12S 

PG 

0 

10 

0.00 

0.00 

$0.00 

4.80 

1.00 

$820.70 

D 

6515007233059 

SUTURE  NONABS  SZ  3-0  2.50'  LG 

BLACK  SILK  B5  STRAIGHT  BR  STER 

36S 

PG 

1 

0 

0.33 

0.10 

$23.88 

0.00 

0.00 

$0.00 

D 

6515007540412 

SYRINGE  HYPO  10ML  CAP  LUER  SLIP 
W/O  NDL  100S 

PG 

1 

0 

0.70 

0.34 

$16.43 

0.00 

0.00 

$0.00 

D 

6515011656742 

SYRINGE  HYPO  GP  30ML  LUER  LOCK 
TIP  DISP  25S 

PG 

2 

0 

1.20 

0.58 

$15.26 

0.00 

0.00 

$0.00 

D 

7510000822521 

TAPE  ADHESIVE  CLEAR  PLAS 

DZ 

2 

0 

0.14 

0.01 

$16.92 

0.00 

0.00 

$0.00 

Note.  A=quantity  unchanged;  B=quantity  increase;  quantity  decrease;  D=delete;  E=add,  deleted  replacement  item;  F=add,  new  item 


FFMAX  Materiel  Solutions 


A-40 


Status 

NSN 

Supply  description 

UI 

AS- 

917P 

qty 

ESP 

qty 

AS-917P 

wt 

AS-917P 

cube 

AS-917P 

cost 

ESP  wt 

ESP 

cube 

ESP  cost 

0.51NX450IN  12S 

D 

6510008901370 

TAPE  ADHESIVE  SURG  POROUS 
3INX4YD  4S 

PG 

3 

0 

2.01 

13.32 

$13.32 

0.00 

0.00 

$0.00 

D 

6510009268882 

TAPE  ADHESIVE  SURG  POROUS 

WOVEN  1INX10YD  12S 

PG 

2 

0 

2.08 

0.08 

$35.14 

0.00 

0.00 

$0.00 

D 

6510012211495 

TAPE  ADHESIVE  SURG  SILK  0.5X360IN 
24S 

PG 

1 

0 

1.75 

0.02 

$6.88 

0.00 

0.00 

$0.00 

D 

6530012422337 

TAPE  SEAL  STERILIZATION 

INDICATOR  2160X1IN  9S 

PG 

1 

0 

4.30 

0.20 

$43.69 

0.00 

0.00 

$0.00 

D 

8540007935425 

TISSUE  FACIAL  2-PLY  36X24IN  WHITE 
100/BX  12S 

PG 

2 

0 

6.00 

4.00 

$17.32 

0.00 

0.00 

$0.00 

D 

6515013849023 

TUBE  DRAINAGE  SURG  PENROSE  12IN 
X0.6  WI200S 

PG 

1 

0 

5.20 

1.40 

$112.23 

0.00 

0.00 

$0.00 

C 

6515011926539 

TUBE  SUCT  SURG  12FR  DIAMETER 

NICK  10S 

PG 

2 

1 

2.00 

0.08 

$238.26 

1.00 

0.04 

$119.13 

D 

6515010369034 

TUBE  TRACH  MURPHY  7.5MM  10S 

PG 

1 

0 

1.20 

0.26 

$23.70 

0.00 

0.00 

$0.00 

C 

6515012005795 

TUBE  TRACHEOSTOMY  SHILEY  30FR 
SZ6 

EA 

2 

17 

0.80 

0.04 

$114.20 

6.80 

0.34 

$970.70 

C 

6515012005796 

TUBE  TRACHEOSTOMY  SHILEY  36FR 

EA 

20 

17 

8.00 

0.40 

$1,486.80 

6.80 

0.34 

$1,263.78 

Note.  A=quantity  unchanged;  B=quantity  increase;  quantity  decrease;  D=delete;  E=add,  deleted  replacement  item;  F=add,  new  item 


FFMAX  Materiel  Solutions 


A-41 


Status 

NSN 

Supply  description 

UI 

AS- 

917P 

qty 

ESP 

qty 

AS-917P 

vvt 

AS-917P 

cube 

AS-917P 

cost 

ESP  vvt 

ESP 

cube 

ESP  cost 

84MM  SZ  8 

D 

6515011011948 

TUBING  SURG  FUNNEL  TAPER 
NONCONDUCTIV  100FT 

RO 

l 

0 

4.00 

1.00 

$25.50 

0.00 

0.00 

$0.00 

C 

6515009652511 

WAX  BONE  57-62.8  DEG  CELS  PLAS 

ALM  2.5  GM  12S 

PG 

l 

l 

0.25 

0.02 

$47.93 

0.25 

0.02 

$47.93 

C 

6520014963345 

WIRE  LIGATURE  CRS  22  GAUGE  .025 
120FT  SPOOL 

EA 

l 

15 

0.55 

0.12 

$30.00 

8.25 

1.80 

$450.00 

C 

6520013523876 

WIRE  NONELECT  STL  D7  RND  26GA 
112GM  40Z 

EA 

5 

15 

1.65 

0.50 

$110.65 

4.95 

1.50 

$331.95 

C 

6520013523877 

WIRE  NONELECT  STL  D7  RND  28GA 
112GM  40Z 

EA 

1 

15 

0.33 

0.10 

$22.13 

4.95 

1.50 

$331.95 

C 

6520013656156 

WIRE  NONELECTRICAL  CRS  RND 

25GA  40Z 

RO 

3 

15 

3.00 

0.03 

$79.05 

15.00 

0.15 

$395.25 

c 

6520013559778 

WIRE  NONELSTL  RD  LIG&SUT  112GM 
40Z  24G  0.02IN 

EA 

5 

15 

1.65 

0.50 

$110.65 

4.95 

1.50 

$331.95 

D 

6530010837843 

WRAPPER  STERILIZATION 
24X24"PLASTIC  POLYPROPYLENE 

BLUE  DISP  250S 

PG 

2 

0 

16.00 

2.10 

$171.28 

0.00 

0.00 

$0.00 

D 

6530015124008 

WRAPPER  STERILIZATION  36X36IN 
BLUE  250S 

PG 

1 

0 

0.55 

0.12 

$114.35 

0.00 

0.00 

$0.00 

Note.  A=quantity  unchanged;  B=quantity  increase;  quantity  decrease;  D=delete;  E=add,  deleted  replacement  item;  F=add,  new  item 


FFMAX  Materiel  Solutions 


A-42 


Status 

NSN 

Supply  description 

UI 

AS- 

917P 

qty 

ESP 

qty 

AS-917P 

vvt 

AS-917P 

cube 

AS-917P 

cost 

ESP  vvt 

ESP 

cube 

ESP  cost 

D 

6530012805240 

WRAPPER  STERILIZATION  54X54IN 
BLUE  50S 

PG 

2 

0 

18.00 

0.10 

$193.00 

0.00 

0.00 

$0.00 

Durables 

D 

6230015179944 

FLASHLIGHT  EXAM  DISPOSABLE  10S 

EA 

2 

0 

5.5 

0.44 

$4.20 

0.00 

0.00 

$0.00 

C 

6515014988825 

LAMP  HALOGEN  REPLACEMENT  200 
WATT  QUARTZ 

EA 

2 

2 

0.24 

0.22 

$51.00 

0.24 

0.22 

$51.00 

Note.  A=quantity  unchanged;  B=quantity  increase;  quantity  decrease;  D=delete;  E=add,  deleted  replacement  item;  F=add,  new  item 


FFMAX  Materiel  Solutions 


B-l 


Appendix  B. 

FFMAX  Aggregated  Line  Items  from  the  938  EMEDS  AS 


NSN 

Supply  description 

ECD 

UI 

ESP  qty 

ESP  wt 

ESP  cube 

ESP  cost 

Equipment 

8465006560816 

BAG  LAUNDRY  46X25IN  COTTON  DUCK  NATURAL  COLOR 

1 

EA 

2 

7.50 

0.38 

$59.00 

6530007710225 

BASIN  WASH  CORROSION  RESISTING  STEEL  9QT  6S 

1 

PG 

4 

11.36 

0.82 

$910.80 

7510005308881 

BINDER  LOOSE-LEAF  BLACK  CLOTH  COATED  3-RING  8 

1 

EA 

6 

21.60 

0.14 

$14.64 

6520005025050 

BOWL  PLASTER  OF  PARIS  MIXING  FLEXIBLE  MEDIUM 

1 

EA 

1 

0.23 

0.03 

$4.80 

8115002906016 

BOX  SET  G4  ORGANIZATION  EQUIP  150LB  CAP 

1 

SE 

1 

30.00 

12.00 

$621.30 

7920002918305 

BROOM  UPRIGHT  BROOMCORN  OR  BROOMCORN  AND  FIBE 

1 

EA 

2 

6.00 

0.83 

$12.96 

6530011633761 

CABINET  MEDICINE  BASE  SECTION  23X18X37  FLOOR 

1 

EA 

2 

390.00 

16.00 

$3,747.22 

6530011628237 

CABINET  PHARMACEUTICAL  UPPER  SECTION 

1 

EA 

1 

170.00 

8.00 

$1,244.44 

7240000893827 

CAN  WATER  MILITARY  PLAS  COLOR  IS  5  GALLON 

1 

EA 

3 

15.00 

6.00 

$36.06 

6515003866800 

CANNULA  BRAIN  FRAZIER  8FR  7.5IN  OPEN  END  TIP 

1 

EA 

2 

0.24 

0.20 

$101.70 

6515003867600 

CANNULA  LARYN  ANGUL  YANK  9IN  0.234-0.266IN 

1 

EA 

1 

0.19 

0.10 

$36.38 

6515011397576 

CANNULA  SUCT  SURG  ADSON  DESIGN  11FR  15.5CM 

1 

EA 

1 

0.30 

0.10 

$61.02 

6515015598135 

CARTRIDGE  SYRINGE  SEPTODONT  W/RING  THUMB  REST 

1 

EA 

1 

0.01 

0.01 

$1.09 

7105002698463 

CHAIR  FOLDING  W/O  ARMS  STEEL  GRAY  ENAMEL 

1 

EA 

4 

20.00 

4.00 

$51.64 
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ECD 

UI 

ESP  qty 

ESP  vvt 

ESP  cube 

ESP  cost 

6520005196700 

CURETTE  ALVEOLAR  MOLT  OVL  SOLID/SHARP  #4 

1 

EA 

1 

0.10 

0.00 

$14.87 

6515011669028 

CUTTER  BONE  PIN  6IN  SINGLE  ACTION  CURVED  HDL 

1 

EA 

1 

0.20 

0.20 

$267.29 

7110015025826 

DESK  FIELD  21X30.750X28.5IN  PTBL  W/CHAIR 

1 

EA 

2 

180.00 

20.00 

$1,376.00 

6515003254400 

DILATOR  TRACHEAL  TROUSSEAU  5.5IN  CURVED 

1 

EA 

1 

0.20 

0.10 

$111.14 

6515003276600 

ELEVATOR  NASAL  FREER  DESIGN  7.50IN 

1 

EA 

1 

0.20 

0.10 

$49.13 

6520005842699 

ELEVATOR  PERIOSTEAL  MOLT  #9  DBL-ENDED  CRVD  BLADE 

1 

EA 

1 

0.08 

0.00 

$38.92 

6520010577425 

ELEVATOR  ROOT  #92 

1 

EA 

1 

0.30 

0.02 

$28.99 

6520005242550 

ELEVATOR  ROOT  34-S  .75  L  GOUGE  BLADE  STEEL  5.8  L 

1 

EA 

1 

0.13 

0.00 

$46.73 

6520008542495 

ELEVATOR  ROOT  COGSWELL  B 

1 

EA 

1 

0.29 

0.02 

$28.99 

6520005243050 

ELEVATOR  ROOT  LTH  #301  0.36IN-0.39IN  BLADE 

1 

EA 

1 

0.18 

0.0271 

46.48 

6520008646789 

ELEVATOR  ROOT  WEST  #9L  6.5-6.75IN  HOLLOW  HDL 

1 

EA 

1 

0.19 

0.02 

$20.09 

6520008646790 

ELEVATOR  ROOT  WEST  #9R  6.5-6.75IN  HOLLOW  HDL 

1 

EA 

1 

0.11 

0.01 

$21.65 

6520005285050 

FILE  BONE  SELDIN  #1 1  STR  7.75IN  DBL-END  BLUNT 

1 

EA 

1 

0.18 

0.01 

$37.62 

6230012917531 

FLASHLIGHT  STRAIGHT  3V  DC  ALM  ALLOY  BLACK  GAS 

1 

EA 

2 

2.00 

0.20 

$32.40 

6515003373900 

FORCEP  GAUZ  PAD  HOLD  FOERSTER  9IN  LOCK  JOINT 

1 

EA 

8 

1.84 

0.80 

$214.56 

6515006878054 

FORCEP  HEMO  5.5IN  CR1LE  CURVED  JAW  STR  HDL 

1 

EA 

16 

2.40 

1.60 

$594.08 

6515003346800 

FORCEP  HEMO  KELLY  5.50INX1IN  STRT  BOX  LOCK 

1 

EA 

4 

0.60 

0.40 

$198.44 
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ECD 

UI 

ESP  qty 

ESP  vvt 

ESP  cube 

ESP  cost 

6515003382900 

FORCEP  HEMO  SCHMIDT  7.251N  CRVD  SERR  TONSIL 

1 

EA 

6 

4.20 

0.60 

$71.94 

6515003380300 

FORCEP  TISSUE  ALLIS  6IN  PIV  STRT&SMOOTH  JAW 

1 

EA 

6 

0.60 

0.60 

$128.70 

6515006903209 

FORCEP  TISSUE  DEBAKEY  9.5IN  TWZR  STR&SER  JAW 

1 

EA 

2 

0.62 

0.20 

$109.90 

6515004426883 

FORCEP  TOWEL  5.25INDMND  KNURL  PATTERN  NONPERF 

1 

EA 

6 

1.14 

0.60 

$233.82 

6515003332400 

FORCEPS  DRESSING  ADSON  7.125"  LG  BAYONET  STR  & 
SERRATED  SHARP  PT 

1 

EA 

1 

0.20 

0.10 

$55.08 

6515003344900 

FORCEPS  HEMO  HALSTED  4.75-5.25IN  CRVD  SER 

1 

EA 

5 

0.50 

0.25 

$39.30 

6515003344300 

FORCEPS  HEMO  ROCH-PEAN  6-6.50IN1.875QTR-CRV 

1 

EA 

1 

0.11 

0.10 

$9.59 

6515006903208 

FORCEPS  TISS  DEBAR  7.75IN  TWEEZER  STR&SER  JAW 

1 

EA 

2 

0.38 

0.20 

$89.10 

6515003377800 

FORCEPS  TISSUE  ADS4.50INTWEEZ  STRT  &  SMTH  JAW 

1 

EA 

4 

0.80 

0.40 

$313.32 

6515002998325 

FORCEPS  TISSUE  RUSSIAN  5.75-6.251N  TWEEZER 

1 

EA 

1 

0.20 

0.10 

$34.23 

6520005321050 

FORCEPS  TOOTH  EXTRACT  7.125IN  BOX  LCK  53R 

1 

EA 

1 

0.68 

0.06 

$95.74 

6520005323990 

FORCEPS  TOOTH  EXTRACTING  NO.  150  6.875IN 

1 

EA 

1 

0.48 

0.02 

$45.67 

6520005320150 

FORCEPS  TOOTH  EXTRACTNG  7.125IN  TY  I  53L 

1 

EA 

1 

1.01 

0.06 

$110.18 

7240015648659 

FRAME  CLOTH  BASKET  ADJUSTABLE  FOLDING 

1 

EA 

4 

24.00 

4.00 

$648.04 

6532012460145 

GOWN  HOSPITAL  FULL  LG  CTN/POLY  UNIV  SIZE  12S 

1 

PG 

1 

0.01 

0.00 

$84.00 

7920002051170 

HANDLE  MOP  WOOD  SPRING  LEVER  60  INCHES  LONG 

1 

EA 

2 

0.90 

0.54 

$11.72 
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ECD 

UI 

ESP  qty 

ESP  vvt 

ESP  cube 

ESP  cost 

6515003447800 

HANDLE  SURGICAL  KNIFE  DET  BLADE  3  NARROW  NOSE 

1 

EA 

10 

1.00 

1.09 

$55.20 

6515003447880 

HANDLE  SURGICAL  KNIFE  DET  BLADE  7  NARROW  NOSE 

1 

EA 

1 

0.10 

0.10 

$7.32 

6515006903198 

HOLDER  SUTURE  NDL  DEBAKEY  7IN  SERR 

1 

EA 

2 

0.40 

0.20 

$153.42 

6515003419100 

HOLDER  SUTURE  NDL  HEGAR-MAYO  6  INCH  CENTRA 

1 

EA 

1 

0.19 

0.10 

$27.74 

6515006198219 

HOLDER  SUTURE  NDL  WEBSTER  STR  5IN 

1 

EA 

2 

0.20 

0.26 

$20.78 

6515003417200 

HOLDER  SUTURE  NEEDLE  COLLIER  5IN  STRT  JAW 

1 

EA 

2 

0.20 

0.20 

$97.70 

6515002998737 

HOLDER  SUTURE  NEEDLE  HEGAR-MAYO  7IN  SER  JAW 

1 

EA 

4 

0.88 

0.04 

$154.20 

6515014215794 

ILLUMINATOR  FIBEROP 

1 

EA 

1 

0.55 

0.12 

$1,206.92 

7330014492319 

JUG  INSULATED  5  GALLON  ORANGE 

1 

EA 

1 

2.00 

0.75 

$28.62 

7920009265493 

MOPHEAD  WET 

1 

EA 

2 

6.00 

1.13 

$8.74 

6515015648377 

OTOSCOPE  AND  OPHTHALMOSCOPE  SET  PANOPTIC 
W/COLBALT  BLUE  FILTER 

1 

EA 

1 

5.00 

0.25 

$646.62 

7240007730975 

PAIL  UTILITY  SURGICAL  OPERATING  ROOM  12QT 

1 

EA 

1 

5.17 

0.42 

$35.25 

6520011253245 

PROP  MOUTH  DENTAL  PEDODONTIC  30MM  OPENING  2S 

1 

PG 

1 

0.01 

0.00 

$26.12 

6515003614850 

RETRACTOR  PERINEAL  GELPI  HOOK  UNIT  TYPE  6 

1 

EA 

1 

0.37 

0.10 

$44.79 

6515003609200 

RETRACTOR  SET  GEN  OPERAT  DBL  END  8.5&8.75IN 

1 

SE 

1 

0.30 

0.10 

$41.51 

6520010473578 

RETRACTOR  TONGUE  &  CHEEK  MINNESOTA 

1 

EA 

1 

0.07 

0.01 

$28.21 

6515003620200 

RETRACTOR  VEIN  CUSHING  DESIGN  8.5IN 

1 

EA 

2 

0.32 

0.20 

$153.06 
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6520005313250 

RONGEUR  SGL  JOINT  CRVD  SZ  4A  6.25-6.51N 

1 

EA 

1 

0.52 

0.03 

$162.45 

6515011111013 

SCISSOR  EAR  JOSEPH  CRV  BLADE  MED  WT  5.7IN 

1 

EA 

1 

0.10 

0.10 

$17.82 

6515003651820 

SCISSOR  GEN  SURG  5.50IN  ONE  BLUNT 

1 

EA 

2 

0.26 

0.20 

$10.74 

6515003640920 

SCISSOR  GEN  SURG  MAYO  7IN  BLUNT  1.626IN  CUT 

1 

EA 

2 

0.32 

0.20 

$15.12 

6515003640520 

SCISSOR  GEN  SURG  MAYO  CRV  BLADE  6.50-7IN  BLNT 

1 

EA 

2 

0.20 

0.20 

$16.32 

6515003640520 

SCISSOR  GEN  SURG  MAYO  CRV  BLADE  6.50-7IN  BLNT 

1 

EA 

4 

0.40 

0.40 

$32.64 

6515010604280 

SCISSOR  GEN  SURG  METZENBAUM  5.75IN  CRVD  BL 

1 

EA 

1 

0.20 

0.10 

$19.49 

6515011654991 

SCISSOR  GEN  SURG  METZENBAUM  7IN  FINE  TIP  CURV 

1 

EA 

1 

0.20 

0.20 

$6.60 

6515003644800 

SCISSOR  IRIS  STRAIGHT  4IN  FINGER  RING 

1 

EA 

3 

0.36 

0.30 

$124.65 

6520005551150 

SCISSOR  ORAL  SURGICAL  DEAN  TY  II  SHARP 

1 

EA 

1 

0.17 

0.01 

$41.67 

6515003656300 

SCISSOR  TENOT  STEVENS  4-4.5IN  STR  BLD  BLT  PT 

1 

EA 

1 

0.20 

0.20 

$18.00 

6515011511822 

SCISSOR  WIRE  CUT  SURG  4.75IN  SHORT  ANG 

1 

EA 

1 

0.20 

0.10 

$44.15 

7520001626178 

SHARPENER  PENCIL  MACH 

1 

EA 

1 

0.10 

0.00 

$11.09 

6532013007622 

SHIRT  OPER  SURG  MENS  SZ  42-44  12S 

1 

PG 

1 

5.00 

0.42 

$51.91 

6540013951575 

SPECTACLES  PROTECT  UNIV  SZ  CLEAR 

1 

EA 

11 

4.40 

0.02 

$48.18 

6530007081590 

STAND  SURG  62X17X20IN  AUTO  LOCK  CASTERS 

1 

EA 

1 

50.00 

12.00 

$415.36 
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6520014565406 

STOOL 

1 

EA 

1 

60.00 

7.40 

$3,167.72 

6530007093975 

TABLE  SURG  INSTR  &  DRESS  33X30X1 8IN 

1 

EA 

1 

33.00 

1.71 

$1,046.00 

7210002999610 

TOWEL  HAND  COTTON  GRN/GRAY  NONDISP  36X17IN 

1 

EA 

29 

6.96 

0.29 

$36.54 

6532002999628 

TROUSERS  OPERATING  SURG  LG  GRN/GRAY 

1 

EA 

5 

3.50 

0.19 

$66.40 

7240009654426 

WASTE  RECEPTACLE 

1 

EA 

1 

1.00 

1.00 

$12.78 

Medicine 

6505009857301 

ACETAMINOPHEN  TAB  0.325GM  1000S 

2 

BT 

1 

0.92 

0.10 

$7.30 

6505014309740 

AMOXICILLIN  875MG  &  CLAVULANATE  POTASSIUM  125MG 
TAB  20S 

2 

BT 

3 

0.35 

0.30 

$323.52 

6505014542526 

BACITRACIN  ZINC  OINT  500UNIT/GM  14.2GM  1/2  OZ 

2 

TU 

29 

15.95 

3.48 

$24.65 

6505011893973 

B  U  PI  VAC  AINE&EPIN  EPHRIN  E  INJ  1.8ML  CART  50/CAN 

2 

CN 

16 

11.85 

1.60 

$582.88 

6505011875540 

CLINDAMYCIN  INJ  150MG/ML  6ML  VI  25S 

2 

PG 

3 

3.15 

0.30 

$147.81 

6505015053476 

DIAZEPAM  INJ  5MG/ML  2  ML  1  OS 

2 

PG 

3 

0.60 

0.30 

$59.55 

6505012775327 

HYDROCODONE  BIT  ART  RAT  E& ACET  AMIN  TABS  I.S.  100 

2 

PG 

6 

0.96 

0.05 

$61.98 

6505009262095 

HYDROCORTISONE  CREAM  1%  1  OZ  (28.35  GM) 

2 

TU 

29 

2.90 

2.90 

$133.11 

6505015762767 

LIDOCAINE  HYDROCHLOCHLORIDE  2%  AND  EPINEPHRINE 

INJ  .002%  1.7ML  CART  50S 

2 

PG 

10 

15.00 

1.00 

$147.70 

6505015055813 

MORPHINE  SULFATE  INJ  10MG/ML  1ML  10S 

2 

PG 

6 

6.00 

0.90 

$61.74 

6505015334126 

NALOXONE  HYDROCH  INJ  0.4  MG/ML  1ML  VI  10S 

2 

PG 

4 

4.00 

0.40 

$33.84 
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6505002999672 

SILVER  NITRATE  APPLICATORS  6  INCH  100S 

2 

CO 

3 

0.38 

0.45 

$57.84 

6505013308926 

SOD  CHLOR  IRRIGATION  0.9%  1000ML  16S 

2 

PG 

2 

66.00 

6.00 

$48.96 

6505013306269 

SODIUM  CHLORIDE  FOR  INJ  1000ML  BAG  12S 

2 

PG 

1 

24.00 

3.00 

$11.58 

Consumable 

6510005977469 

BANDAGE  ADH.75X3IN  STER  DRESS  100S 

3 

PG 

2 

0.52 

0.04 

$10.30 

6510005827993 

BANDAGE  GAUZE  ROLL  5YDX3IN  6  PLY  12S 

3 

PG 

5 

5.20 

5.00 

$49.95 

6515010095293 

BLADE  SURG  KNIFE  DETACHABLE  #15  150S 

3 

PG 

2 

1.50 

0.20 

$74.94 

6530015307918 

BRUSH  SCRUB  SURGICAL  POVIDONE  IODINE  30S 

3 

PG 

2 

5.12 

1.51 

$52.00 

6515004588416 

CATH  &  CONN  SUCT  TRACH  18FR  WHISTLE  TIP  50S 

3 

PG 

1 

5.00 

0.77 

$21.60 

6515014304331 

CATH  &  NDL  IV  14GAX1.75IN  AUTOGUARD  200S 

3 

PG 

1 

0.29 

0.19 

$533.23 

6515014884994 

CATHETER  INTRAV  18GA  POLY  1  1/4IN  NDL  200S 

3 

PG 

1 

2.00 

3.90 

$505.50 

6515015164030 

CATHETER&NDL  UNIT  IV  20GA  STER  YELLOW  50S 

3 

PG 

1 

0.12 

0.12 

284.87 

7510001614292 

CLIP  PAPER  GEM  STEEL  LG  1000S 

3 

BX 

1 

1.50 

0.05 

$2.37 

6530011732269 

CONTAINER  SHARPS  AUTOCLAV  2GL  20S 

3 

PG 

3 

0.03 

0.00 

$337.23 

7350009886498 

CUP  DISPOSABLE  ROUND  80Z  PAPER  WHITE  1000S 

3 

BX 

1 

0.01 

0.00 

$0.04 

6520002998284 

DENTAL  ARCH  WIRE  SPLINT  SET 

3 

SE 

15 

24.45 

3.08 

$3,760.20 

6505010453255 

DETERGENT  SURG  4%  CHLORHEX  GLUCONATE  320Z 

3 

BT 

4 

10.24 

3.00 

$63.60 
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6515013414524 

DRAINAGE  KIT  CLOSED  SUCTION  JACKSON-PRATT  5S 

3 

PG 

16 

4.96 

9.60 

$986.40 

6510012104453 

DRESSING  OCCLUSIVE  ADHESIVE  W/HYPOREATIVE  ADH 
CLEAR  3X2.5"  500S 

3 

PG 

1 

1.00 

1.00 

$202.71 

6530011690244 

ENVELOPE  STERILIZATION  SELF-SEAL  15X12IN  400S 

3 

PG 

1 

37.82 

1.58 

$179.73 

6510010037697 

GAUZE  ABS  IODO  IMPREG  .25  INX  5  YDS  12S 

3 

PG 

1 

0.80 

1.00 

$29.01 

6515014618933 

GLOVE  PATIENT  EXAM  9.5IN  N-DEX  NITR  MED  100S 

3 

PG 

2 

2.66 

0.34 

$34.46 

6515014915719 

GLOVE  PATIENT  EXAM  PURPLE  SZ  10  LARGE  100S 

3 

PG 

2 

0.58 

0.54 

$34.00 

6515015196348 

GLOVE  SURG  LATEX  PWDRFREE  SZ  7.5  GAUNT  50S 

3 

PG 

2 

10.00 

0.25 

$284.98 

6515015196347 

GLOVE  SURGEON  LATEX  &  POWDER  FREE  8  STER  50S 

3 

PG 

2 

10.00 

0.25 

$284.98 

6520005633150 

IMPRESSION  TRAY  DENT  UPPER  LRG  DENTULOUS 

3 

EA 

1 

0.13 

0.01 

$7.83 

6520005633150 

IMPRESSION  TRAY  DENT  UPPER  LRG  DENTULOUS 

3 

EA 

3 

0.39 

0.02 

$23.49 

6520005632650 

IMPRESSION  TRAY  DENT  UPPER  MED  DENTULOUS 

3 

EA 

4 

0.68 

0.06 

$36.16 

6520005633650 

IMPRESSION  TRAY  DENT  UPPER  SM  DENTULOUS 

3 

EA 

4 

0.80 

0.10 

$36.16 

6515015407674 

INTRAVENOUS  INJ  SET  20S 

3 

PG 

1 

0.06 

0.08 

$120.00 

6515009827493 

MASK  SURG  NONSTER  NONWOVEN  FABRIC  50S 

3 

PG 

2 

1.20 

2.00 

$20.04 

6515001817412 

NEEDLE  HYPO  DENTAL  27GAX1. 125-1. 50IN  100S 

3 

PG 

2 

1.50 

0.20 

$24.66 

6515015261729 

NEEDLE  HYPODERMIC  SAFETY  18GAX  1.500  50S 

3 

PG 

3 

0.75 

0.06 

$66.00 

6510007863736 

PAD  ISOPROPYL  ALCOHOL  IMPREGNATED  WHITE  200S 

3 

PG 

1 

1.00 

0.10 

$2.90 
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7520009357136 

PEN  BALL-POINT  POCKET  MED  RETRACT  BLACK  CARTRIDGE 
IS  REPLACEABLE 

3 

DZ 

1 

0.03 

0.01 

$0.40 

6510007219808 

SPONGE  SURG  CELL&COT&GAUZE  4X4IN  STER  1200S 

3 

PG 

1 

13 

2.6263 

81.29 

6510007822698 

SPONGE  SURG  GAUZ  ABS  WHITE  4X4IN  8-PLY  200S 

3 

PG 

3 

6.00 

3.00 

$19.68 

7520002815895 

STAPLER  PAPER  FASTENING  OFFICE  DESK  ,5"W  ,25"LG  GRAY 

3 

EA 

1 

1.50 

0.06 

$6.31 

6515007639605 

SUTURE  NONAB  SURG4-0  UNARSLK  BR  BLK  2.5FT  36S 

3 

PG 

1 

0.31 

0.20 

$114.54 

6515011272193 

SUTURE  NONAB S  6-0  18IN  SURG  SGL  ARM  MONO  12S 

3 

PG 

10 

5.00 

1.00 

$1,348.40 

6515007540412 

SYRINGE  HYPO  10ML  CAP  LUER  SLIP  W/O  NDL  100S 

3 

PG 

2 

1.40 

0.69 

$32.86 

6515015356192 

SYRINGE  HYPO  SAFETY  35CC  LUER  LOCK  TIP  30S 

3 

PG 

3 

6.00 

2.27 

$43.83 

6510009268882 

TAPE  ADHESIVE  SURG  POROUS  WOVEN  1INX10YD  12S 

3 

PG 

1 

1.04 

0.04 

$17.57 

6530012422337 

TAPE  SEAL  STERILIZATION  INDICATOR  2 160X1  IN  9S 

3 

PG 

1 

4.30 

0.20 

$43.69 

6515014696151 

THERMOMETERTYMPANIC  FIRST  TEMP  GENIUS  MODEL 

3  000 A  HUMAN  USAGE 

3 

EA 

1 

1.15 

0.15 

$712.50 

6515010369034 

TUBE  TRACH  MURPHY  7.5MM  10S 

3 

PG 

2 

2.40 

0.52 

$47.40 

6515001050759 

TUBE  TRACHEAL  MURPHY  E12  W/CUFF  8.0MM  ID  10.7MM  DIA 
32CM  LG  10S 

3 

EA 

1 

0.10 

0.02 

$2.37 

6515011011948 

TUBING  SURG  FUNNEL  TAPER  NONCONDUCTIV  100FT 

3 

RO 

2 

8.00 

2.00 

$51.00 

6530015124008 

WRAPPER  STERILIZATION  36X36IN  BLUE  250S 

3 

PG 

1 

0.55 

0.12 

$114.35 
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